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Story of the Week 
@aote of the Week 
Cag of the Week 
Perpetuation of Folly 


How Can You Plan 
When No Score Is Kept? 


Vi oy Government Spending 
{s a False Palliative 


Wiat Happens to Minorities 
When Reformers Grab Power 


Our American Heritage 
Iccas Are Subsidized 


Doctor Says Hearts 
Never Win at Poker 


F: »m Our Mailbag 


Stcry of the Week 


One of Detroit’s most prominent 
citivens is Charles Hughes, manager 
of the Detroit Athletic Club. Here 
is a story he is telling currently: 

Handsomely dressed man sauntered 
into a bar and ordered a drink. With- 
out saying “boo” to anybody he 
downed it, left a five-dollar bill, and 
departed. 

Calmly the bartender pocketed the 
fiver and sneered: 

“Who does that guy think he is, 
anyway? Leaves a five-dollar tip 
and walks out without paying for 
his drink.” 


Quote of the Week 


“Politics is the art of looking for 
trouble, finding it everywhere, diag- 
nosing it wrongly, and applying un- 


suitable remedies.’’ — SIR ERNEST 
BENN, in the English Digest 
(London). 
Gag of the Week 

“Wars, rumors of wars, floods, 


earthquakes, confusion, suspense. If 
the pessimists aren’t happy now, the 
chances are they never will be.’’— 
GRIT. 


Perpetuation of Folly 


Anybody can pinprick the status 
quo. Griping is natural. However: 


Reforms call for more policemen 


and administrators—the components 


of bureaucracy. Those who propose 
a reform insist on executing it, and 
they bring along their toadies to 
help them. 


When questioned about the results 
of their reforms in budget sessions, 
their practice is to declare that they 
need more funds and personnel to 
“implement” their reforms. An enor- 
mous investment would be wasted, 
they will. argue, if the reform were to 
be abandoned. Let’s go in for it 
deeper! Let’s spend more money! 
Let's hire more clerks, and cops! 
(So runs the standard argument). 


Result: the “little reform” bu- 
reaucracy stays in office indefinitely, 
and grows and grows. 

In time, instead of reforming, it 
becomes nepotistic and __ self-per- 
petuating. As a gesture, it bestows 
occasional favors upon the prostrate 
anc the supplicating. 

But, as regularly as dawn succeeds 
the sunrise, this bureaucracy becomes 
a law unto itself, and establishes its 
own “rights.” Eventually the bu- 
reaucracy becomes THE end and 
T! © purpose, rather than an agency 
for the redress of a grievance. 


Row Can You Plan 
When No Score Is Kept? 


“Planning” implies price control, 
duction control, and consumption 
otrol for everything. Prices are 
' by decree, rather than by value. 

, then, can the actual worth of 
’ product or service be appraised? 


‘hat comparison can be made be- 
en the intrinsic values of coal 
hing, shoe fitting, machine tend- 
-.*, book writing, housewifery, movie 
& ing, and deep thinking? 
tow can the State Planners know 
en or where to invest in new re- 
ch or machinery or training when 
©’ parative values are absent? 
How can a girl decide whether 
i be better off as the wife of a 
\ine-tender, or as the fancy 
an of a writer of original movie 
‘ts? How can a lad decide 


© neluded on Page 8, Column 3) 
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5 Producers of Air Conditioning, 
Commercial Equipment | U P Prices 


* * 


6% Average Price Hike 
Made by Copeland 


SIDNEY, Ohio—Prices on several 
models of Copeland refrigeration con- 
densing units were increased around 
an average of 6% on units shipped 
Aug. 15 and later, Copeland Refrig- 
eration Corp. had notified its cus- 
tomers the latter part of July that 
increase would be made starting with 
Aug. 15 shipments. 

The price increases on the Cope- 
land models were the first made since 
Jan. 15, 1949. On some models no 
price increases were made. Parts and 
replacement assemblies were in- 
creased about an average of 6%. 
Water cooler prices remain un- 
changed. 

Copeland officials; in announcing 
the price increase, explained that 
they had been absorbing increases 
in labor and material costs for some 
time, but could no longer do so. 
They also pointed out that they had 
just recently accumulated enough 
production experience on the larger- 
size ‘“Copelametic’’ accessible her- 
metic models to determine what the 
costs actually were on these models. 


Tecumseh Open Units Get 
5-6% Increase In Price 


TECUMSEH, Mich. — Tecumseh 
Products Co. here is issuing new 
price lists as of Sept. 1 on its line 
of conventional refrigeration con- 
densing units showing price increases 
of 5 to 6%. 

Prices remain unchanged on the 
Tecumseh hermetic condensing units. 

The changes are the first since 
August, 1948. 


Conditioner, Unit Prices 
Are Increased at Airtemp 


DAYTON—Price revisions upward 
ranging from approximately 4% to 
18.5% were put into effect by Air- 
temp Division of Chrysler Corp. as 
of midnight, Aug. 27. Increased labor 
and material costs which can no 
longer be absorbed were given as 
reasons for the increase. 

These increases are on the net 
price to distributors and apply to 
equipment on order as of the effec- 
tive date. 

Price increases on package con- 
ditioners range from 5 to 8%. In 
dollars this means the 2-ton condi- 
tioner is up $40; the 3-ton, $35; the 
5-ton, $45, and 8-ton, $55. 

Largest increases occur in con- 
densing units of 15-hp. and over. 
These prices are now quoted to dis- 
tributors less motors. 

The new total price to distributors 
on the 15-hp. condensing ithit’ is up 


17%; the 20-hp. 16%; the 25-hp. 
18144% ; 40-hp. 9% ; 50-hp. 6%; 75-hp. 
4% , ‘ 


Two sizes. of compressors have 
been increased, also. The 15-hp. is 
up 13%, the 25-hp., 15%. 


Revival of Reg. W Seen 
By Middle of September 


WASHINGTON, D. C.— Reports 
here indicate that a revived ‘Regu- 
lation W” restricting consumer in- 
stalment credit will be put in op- 
eration about the middle of Septem- 
ber, if it gets through Congress.., 

In the new version of the control 
measure, it is proposed to apply 
maximum maturity provisions to all 
listed consumer durable goods by 
eliminating any dollar value cutoff 


point. 


Rising — Force 
York Corp. Boost 


YORK, Pa.—Recent widespread 
price increases in cost of materials 
and purchased components for York 
Corp. air conditioning and refrigera- 
tion equipment has forced a price 
boost of all York equipment effective 
on billings starting Aug. 28, John R. 
Hertzler, vice president and gen- 
eral sales manager of York Corp., 
announced recently. 

He stated that the increases will 
be approximately 7%%. 

“After a study of the recent in- 
creased material costs we found that 
a price boost was absolutely neces- 
sary,” Hertzler said. ‘Increased labor 
costs resulting from a wage increase 
and additional social benefits to York 
employes last June also increased 
costs.” 

Last May 15, price increases brought 
price levels of York products cur- 
rent with material costs as of 
March 9, 1950, it was pointed out, 
but at that time York equipment 
was only boosted from 1% to 5% 
on some types of equipment. 

The latest increase covers _ all 
equipment, both industrial and com- 
mercial, with a few exceptions where 
it was found, according to Hertzler, 
that increased cost of materials did 
not necessitate an increase. 


Master-Bilt Milk, Beverage 
Coolers Take 5-10% Jump 


ST. LOUIS—Price increases aver- 
aging 5% on milk coolers and 10% 
on beverage coolers,.direct draw and 
beer dispensing cabinets, and food 
freezers have been announced by 
Master-Bilt Refrigegation Mfg. Co. 

Cc. J. Sieber, Tiree 
the increases were made 


advanced, . cost of production.” The 


new prices became effective as of 


Aug. 15. 

Sieber also announced that the 
company will endeavor to fill orders 
as promptly as possible ‘provided we 
can secure raw materials and 
Government, controls do not prevent 
the manufacture and sale of Master- 
Bilt products. 


“We reserve the right to allocate . 


our production to serve as many of 
our customers as possible and to 
make substitution, if necessary, of 
suitable materials provided we are 
not able to secure materials specified 
in our advertising matter.” 


.of sales, said _ 
.““due to 


Wholesalers of 
Parts Sales Up; 
Profits Decline 


CINCINNATI— Volume of business 
by refrigeration parts and supplies 
wholesalers has increased, but net 
profits have dropped sharply, it is 
revealed in a_ recently completed 
survey of the financial operations of 
the membership of Refrigeration 
Equipment Wholesalers Association, 
made by the Rewa_ headquarters 
office here. 

The sales volume of the whole- 
salers who reported, located in all 
sections of the country, has increased 
an average of 22% over the previous 
period reported. However, the aver- 
age net profit before taxes reported 
was 2.21%, a drop of 65% from 
the average net figure shown in a 
similar survey conducted for the 
year 1948. 

If a few of the unusually high 
figures which were received from 
individual wholesalers—-those show- 
ing a net profit higher than 7%— 
were to be dropped from the calcu- 
lations by which the average figure 
was reached, the average net for all 
but a few wholesalers participating 
would become 1.66%. This figure is 
so small, Rewa officers point out, that 
a slight drop in volume or in gross 
profit would result in serious conse- 
quences for most of the parts and 
supplies wholesalers. 

There are two reasons why this 


(Concluded on Back Page, Column 4) 


Locker Convention 
Nears Opening 


CHICAGO—The four-day National 
Frozen Locker Convention will 
get under way at the Palmer House 
here Sunday, Sept. 10, under the 
joint presentation of the Frozen 
Food Locker Institute and the Na- 
tional Frozen Food Locker 
ciation. 

Clinics predominate in the pro- 
gram, with the other major interest 
being the exhibits. Space for these 
was almost completely sold out 
three weeks before the opening, 62 
of the 65 booths being taken by 
then. 

The clinics will cover all phases 
of ‘locker plant operation, including 
home freezer promotion, sausage 
making, poultry processing, ham 
curing and smoking, fruit and vege- 


(Concluded on Page 2, Column 3) 
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Shea's Spurns Scarce-ltem Waiting List:  - 


‘Memories of Postwar Experiences Keep 


Dealer from Repefting Merchandising Errors 


By John Oa Sweet atkieteorge M. Ring 


TOLEDO—With demand for major 
appliances exceeding supply | 
after “scare” buying has ceased, 
Shea’s Appliance Co. here is apply- 
ing a lesson learned immediately 
after World War II: 

The company is accepting no 
orders for appliances unless it has 
firm commitments from suppliers or 
is certain of obtaining delivery with- 
in a reasonable time. 

Jerry Shea, brother of owner Ed 
Shea and his right hand man in the 
business, emphatically asserted that 
“never again’ would Shea’s resort 


to a waiting list of prospective pur- 
chasers. 

“Just after the war, we adopted 
an order taking policy on 
Shea 


irons,” 


remembered. “We _ accepted 


‘even 


deposits affd., gave each customer a 
priority nyriber.” 

*He s fred when he recalled 
what happened. “The telephene: was 
constantly ringing. Customers wanted 
to know if their, iron had arrived 
yet. They tied up, the phone so much 


that..we ‘could hardly use it for 
other business. 
“Whenever they saw an iron in 


the window of another store, they 
hurried down here to find out how 
come the other store had cases of 
irons and we didn’t have any. Upon 
investigation, it turned out that the 
other dealer had received only one 
iron and had stuck it in the: frent 
window. 


ASSO-. 


sY 


“People on the priority list were - 


(Concluded on Page 4, Column 2) 
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11 Refrigerators, 8 Ranges, 
10 Freezers Are Included 
In Company’s Largest Line 


NEW YORK CITY, Aug. 31—In- 
clusion of “a completely automatic 
defrosting system” in its household 
refrigerator models was_ revealed 
with the announcement of the 1951 
Crosley lines here today. 

Largest in its history, Crosley’s 
new lines consist of 11 Shelvador 
refrigerators, eight home and farm 
freezers, 10 electric ranges, 24 tele- 
vision receivers, and 10 series of 
radio models. 

The defrosting system is claimed 
to defrost “so rapidly, frozen foods 
and even ice cream remain frozen.” 
Other new developments include: 

1. Freezers equipped with automa- 
tic ice cream freezers and special 
Shelves in the lid to hold added 
frozen food packages. 

2. ‘‘Master-mind” electric range 
controls, with five-way timing, that 
automatically turn oven and surface 
heating units on and off. 

In addition, two special corner 
base cabinet models have been added 
to Crosley’s line of electric water 
heaters, and the kitchen equipment 
line has been augmented by a new 
model “Silent Server’ cart designed 
for “new convenience in the moving 
of foods, beverages, and dishes.” 

Suggested retail prices for the re- 
frigerators range from $199.95 for 
a 7-cu. ft. model to $419.95 for a 
deluxe 10.5-cu. ft. model. Those for 
the freezer line range from $179.95 
for a 4.1-cu. ft. kitchen model to 
$549.95 for a 20-cu. ft. custom model. 
Range prices run from $159.95 to 


$399.95. 
The new lines were introduced to 
Crosley’s distributor organization 


earlier in August at a convention in 
Chicago. Dealers saw the 1951 prod- 


(Concluded on — 21, Column 1) 


How To Obtain Gov’ t 


Contracts 


DETROIT — How to get govern- 
ment contracts is a problem that con- 
ceivably may assume greater im- 
portance in the near future, espe-~ 
cially for the smaller-manufacturers, 
suppliers, ‘and contractors, as the 
United States accelerates its defense 
program. 

The combination of stockpiling for 
military needs and scare buying has 
already tightened the supply of 
some materials with the result that 
smaller firms may eventually find 
themselves almost forced into govern- 
ment contract or sub-contract op- 


% 


— 


— 


Where You Should Ga, 


Manufacturers, contractors, ‘and 
other readers who would like to 
bid on government contracts will 
find the procurement data on page 
23 of this issue an invaluable aid. 

Beginning in this issue and con- 
tinuing weekly thereafter, Air 
Conditioning & Refrigeration 
News will carefully screen ad- 
vance information on government 
contracts as collected by the U. S. 
Department of Commerce for 
items of interest to the industry. 
The accompanying article also 
offers some general suggestions 
with regard to doing business 
with the government. 


— 


erations with the “atcompanying pro- 
tection of priorities. 

By the same token, the smaller 
manufacturer or supplier often can 
turn out.a relatively small quantity 
of a special item at a more favorable 
price than the large manufacturer 
who can only operate profitably by 
tooling up for large production runs. 


With these and other considera-~, 
tions in the. background, the ‘3. as 
Department SE. Gommerce i vising ; 


small firms fhow to do, 


both large 
business with the government. 
Just recently the department began 
compiling * procurement data for all., 
branches of the government, includ- 


(Concluded on Page 23, Column 4)~ 
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New Connor Connecticut Plant To Provide 
Lab for Odor Removal, Spoilage Studies 


NEW YORK CITY—W. B. Connor 
Engineering Corp., manufacturer of 
Dorex activated carbon air recovery 
and purification equipment and Kno- 
Draft adjustable air diffusers, an- 
nounced the removal of its main 
offices, plant, and laboratories from 
New York to Danbury, Conn., effec- 
tive Sept. 1. 

A steady growth in sales and par- 
ticularly the need for greater re- 
search facilities led to the move, ac- 
cording to W. V. Davidson, Jr., 
assistant to the president. 

The first new plant unit, a single 
story structure of 40,000 sq. ft. on 
a 10-acre plot, has been designed 
for assembly line production of all 
company products and includes a 
large research area for work in the 
fields of air purification, distribution, 
and diffusion. 

Construction will begin shortly on 
a greenhouse and cold storage plant 
for atmosphere control experiments 
in flower cultivation and food storage. 

Facilities and equipment for the 
evaluation of odor removal _ tech- 
niques covering wide variations of 
air temperature, odor concentration, 
humidity, air flow, etc., will be avail- 
able together with apparatus for the 
investigation of the sense of smell 
and the physical and chemical pro- 
perties of solid surfaces affecting the 
retention or removal of odors. 

The influence of the atmosphere 
on the preservation of perishables 
will be a major project, and studies 
will be continued covering the re- 
moval of gaseous and vaporous ripen- 


ing agents during the cold storage 
of fruit. 

These studies will also be con- 
cerned with reduction of vegetable 
spoilage by the elimination of natur- 
ally produced volatiles; lengthening 
of the storage life of flowers; air- 
borne elements inhibiting or promot- 
ing growth; quick aging of meat; 
causes of sliming, trim loss, color 
loss, and other loss factors in meat 
storage. 

A separate laboratory, devoted to 
air distribution and diffusion, will 
feature a clear unobstructed space 
of 2,500 sq. ft. where diffusion char- 
acteristics can be observed. 

Movable walls and ceiling, a sound- 
proof room for noise level studies, 
air metering equipment and tempera- 
ture and humidity controls will be 
provided. 

Several duct networks, capable of 
handling 7,500 cu. ft. of air per min. 
and pressures up to 10 in., water 
gauge, are to be included. Emphasis 
will be placed on the study of high 
velocity systems of air supply, a 
subject of much current interest. 

An office will be retained at 114 
E. 32nd. St., New York, the former 
address of the company. 


Thrush Gets Market Contract 


CHARLESTON, W. Va. — Thrush 
Refrigeration Co., Frigidaire dealer, 
has received the contract to install 
air conditioning equipment in the 
new Evans Supermarket, 810 Vir- 
ginia St., W. 


Schedule for NFFLA Convention-- 


5:30 p.m. to 7:30 p.m. Open house 
for everyone in the Exhibit hall. 
Refreshments furnished by the ex- 
hibitors. 

MONDAY, SEPT. 11 
7:45 to 9 a.m. Early Birds’ meet- 


ing (after breakfast). 
Slaughter house operation and de- 


(Concluded from Page 1) 


table processing, refrigeration main- 
tenance, service, etc. 

General sessions have also been 
scheduled. Discussions at these will 
include ‘Report on National Survey 
of Locker Plant Industry,” by L. B. 
Mann, U. S. Department of Agri- 


culture; “Your Public Relations Pro- sign 
gram,” by H. Brock Smith, sales Sausage making. 
manager, Hudsons’ Bay Co., and Locker plant operating costs and 


“Business and Government,” by T. L. 
Hockey, consultant, General Motors 
Corp. 

Exhibits will be open Sunday, 
Sept. 10, from 2 to 7:30 p.m. with 
an open house planned from 5:30 to 
7:30 p.m., refreshments to be served 


income. 

8:30 a.m. Registration opens. 

9 a.m. to 5:30 p.m. Exhibits open. 

10 a.m. General Session, Main 
ballroom. Chairman—W. H. Hase- 
broock, president, NFFLA. 


Welcome to convention, W. H. 


by the exhibitors. Exhibit hours for Hasebroock. 
the balance of the convention are Response, George Warren, presi- 
gy yo yr e+ 9 pag 9 aoe dent of Alberta association. 
; See? — ams Welcome to Chicago, Honorable 


Wednesday, 9 a.m. to 2 p.m. 

There will be ‘Early Bird’ clinic 
discussions (after breakfast) from 
7:45 to 9 a.m. Monday, Tuesday, 
and Wednesday, followed by Gen- 
eral sessions. Clinics will also be 
held Monday and Tuesday afternoons. 

Entertainment features include the 
annual Polar Bear Club “clinic’’ and 
a review of South Pacific Monday 
evening; a cocktail party, banquet, 
floor show, and dancing Tuesday 
evening. 

The complete convention program 
is as follows: 

SUNDAY, SEPT. 10 


10 a.m. Registration opens. 4th 
floor Palmer House in Exhibit hall 
foyer. 

2 p.m. to 7:30 p.m. Exhibits open. 

3 p.m. Meeting of Frozen Food 
Locker Institute directors. 


Martin H. Kennelly, mayor of Chi- 
cago. 

Report on National Survey of 
Locker Plant Industry, L. B. Mann, 
U. S. Department of Agriculture. 

11:45 a.m. Annual meeting of 
NFFLA. Election of officers. 

2 p.m. to 3:30 p.m. Clinics. 

(1) Processing room arrangement. 
Cutting and wrapping demonstra- 
tion. 

(2) Home units and locker plants. 

(3) Advertising—direct mail, 
newspaper, radio. 

4 p.m. Review of Ham show and 
report of judges. 

8 p.m. Polar Bear Club Clinic. 

8 p.m. Entertainment by Sulley 
LeRand A review of South 
Pacific with music. 


: TUESDAY, SEPT. 12 


ty 


MODEL 1407. Self-service 
frozen food display case. 
Attracts and handles more 
buyers, invites. more sales. 


oy 5 * 
<i MODEL 6710.. 10-ft; long 
open front case with ex 2. 
tra, wide display shelf." 
tdeal for produce display. — 


MODEL 5710. Open Front. 
: self-service case for pre.” 


packaged fresh meats, pto- | ae £ 


duce, or dairy products. 


, SERIES. 100. Double ‘duty 


models 6 to 12 ft. long. 
Also top display models 


aa ee tse bn 1D and 12 4, loweilih 


SHOPPER 
STOPPER! 


) 7:45 am. to 9 a.m. Early Birds’ 
meeting (after breakfast). 

Ham curing and smoking. 

Poultry processing. 

‘ Locker plant operating costs and 
income. 

9 a.m. Opening Session, Main 
ballroom. Chairman S. A. Scobell, 
president, Frozen Food Locker In- 
stitute. 

Frozen Food Locker Institute 
meeting and election of officers. 
(Meeting open to everyone.) 

10:30 a.m. Merchandising—the 
future of the locker plants’ role. A 


demonstration on merchandising con- 
tainers. 


SELF SERVICE SELF SERVICE 


(1) Home units and the locker 
plant. 

(2) Plant maintenance and serv- 
ice. Refrigeration, insulation, de- 
frosting, water towers, etc. 

(3) Buying and selling. Fruits 
and vegetables, fish and seafood. 

3:15 p.m. to 4:30 p.m. Clinics. 

(1) Fruit and vegetable process- 
ing, packaging kitchens. 

(2) How to make money from 
slaughtering. 

(3) Sanitation in locker plants. 

6 p.m. Cocktail hour. 

7 p.m. Convention banquet, fol- 
lowed by floor show and dancing. 


WEDNESDAY, SEPT. 13 


7:45 a.m. to 9 a.m. Early Birds’ 
meeting (after breakfast). 

Turkey curing and merchandising. 

Sausage making. 

Home units and their problems. 

9 a.m. to 2 p.m. Exhibits open. 

10 a.m. General Session, Main 
ballroom, Co-chairmen presiding. 
newly elected presidents of the FFL! 
and the NFFLA. 

“Your Public Relations Program,’ 
H. Brock Smith, sales manager, 
Hudsons’ Bay Co., Winnepeg, Can. 

“Business and Government,” T. L 
Hockey, consultant, General Motors 
Corp. 

2 p.m. Convention closes. 


Ref. Engineering Sues 
Carrier Distributor 


LOS ANGELES — Refrigeration 
Engineering, Inc., has instituted suit 
against Mitchell’s Refrigeration, 
Carrier Corp. distributor in San 
Diego, and American Frozen Food 
Lockers of Lemon Grove, Calif., and 
Washington Fish & Poultry Market at 
San Diego, charging that their in- 
stallation and use of a Carrier water 
defrost system infringes the McAdam 
water defrost patent owned by Re- 
frigeration Engineering. 

Suit was filed in the U. S. District 
Court, Southern District of Cali- 
fornia, Southern Division, in San 
Diego, to enjoin the use of the un- 
licensed water defrost systems and 
to recover the damages which the 
unlicensed use of the invention has 
caused Refrigeration Engineering, 
Inc. 

The McAdam patent in this suit 
was held valid by the U. S. Court 
of Appeals for the Ninth Circuit in 


—s 


KOCH 
MODEL 306 
THE HOTTEST THING IN COLD 


Here’s a sure lure for smart food merchants . . . 

a case that will convince the most reluctant prospect 
he’s missing a steady stream of profits. One look at the 
sleek triple-deck construction will show him a new 
three-lane route to bigger volume in impulse items .. . 
dairy products, delicatessen, and bottled beverages. 


Each individually cooled shelf is easy to reach . . . 

easy to stock and clean. Each has its own fluorescent 
lighting, for added impact. No wonder this and the 
many other superb KOCH display cases and refrigerators 
are called the line of least resistance. Write today for 
_complete information. Some territories are still open. 


ROCHE 


June, 1948, in a suit by Refrigera- 


11 a.m. to 5:30 p.m. Exhibits open. 
tion Engineering, Inc., vs. York Corp. 


1:45 p.m. to 3 p.m. Clinics. 


FOR MOUNTING 
ON BACK WALL 
OR MULLION 
: for 
REACH - INS 
DOUGH RETARDERS 
OR PASS THRU'S 


Vertical disehutis ‘drip pan — oilless motor — 
baked enamel = — and other outstanding fea- 
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“Prophecy fulfilled d th me!” ; 
rophecy tullitied...and then some. 7 
“Two years ago, when Kelvinator introduced the first cold-clear-to-the- “You know, all of this is not only a prophecy fulfilled; it is a pledge 
floor refrigerators to America, the prophetic advertisement above ap- fulfilled. It is abundant fulfillment of that pledge in my Kelvinator s 
peared in these pages. Franchise Book which says: © 
“In this advertisement, Kelvinator prophesied to us retailers that this ‘1. Engineering Leadership 
: revolutionary new design, originated by Kelvinator, would make history. The history of Kelvinator products is a history of engineering 
“Well, truer words were never written. For, since the advertisement achievement ... a challenging record of important ‘firsts’. Thus, 
appeared, I have seen manufacturer after manufacturer tailoring his the most advanced thinking will be found in products that bear 
g refrigerators to full-length cold, full-length door design. the Kelvinator name. When Kelvinator heralds a new line, the 
“And more than that, as a Kelvinator retailer, I’ve watched cold-clear- unusual may rightly be anticipated . . . revelations in styling ... 
to-the-floor Kelvinators make history on the sales floor. I’ve seen their advanced utility . . . new steps ahead in efficiency, economy and 
great pulling power — and I’ve seen them lift the average of my sales carefree performance... brilliant features with strong consumer 
higher towards the tops in the line. appeal and practical usefulness in the home.’ 
‘Furthermore, I know that I can expect to see this design keep on pull- “Pledge fulfilled? And then some! Prophecy fulfilled? And then some! 
ing. For, in my cold-clear-to-the-floor Kelvinators, I’ve got the perfect Is it any wonder that all of us Kelvinator retailers like doing business 
answer to the vast replacement market in refrigerators—11 to 12 cubic with Kelvinator . . . and that we regard a Kelvinator Franchise as our 
feet of cold space—in the floor space of pre-war “*6’s”! best business asset . . . now, and for the future!” 
GET MORE ee ®@ 
~--- THE MOST VALUABLE FRANCHISE IN THE APPLIANCE INDUSTRY 
KELVINATOR, DIVISION OF NASH-KELVINATOR CORPORATION, DETROIT 32, MICHIGAN 
er NT, eee eer is ee i. 9 See — a est 
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G-E Ups Prices of 2 Washers 


BRIDGEPORT, Conn.—A $5 in- 
crease in the suggested list price on 
two wringer washers was announced 
here recently by the General Elec- 
tric Co. 

The model AW151 was_ boosted 
from $114.95 to $119.95 and the 
model AM152 was jumped from 
$124.95 to $129.95. 

Increased costs of raw materials 
and labor were given as reasons for 
the boost. 


Hike American Kitchens Prices 


CONNORSVILLE, Ind.—Prices of 
raost items in the American Kitchens 
line have been,-increased by the 
American Central Div., Avco Mfg. 
Corp., it was reported recently. 

The increases. were said to be as 
follows: complete “sinks $5 to $17; 
wall cabinets, $4 to $6; corner wall 
cabinets, $9; utility cabinets, $11; 
base cabinets from $8 to $13. 

No change was made on filler and 
accessory cabinets. 


Federal Names Hooser-Holing 


WAUKESHA, Wis. — Federal Re- 
frigerator Mfg. Co. has announced 
the appointment of Hooser-Holing 
Co. as representatives to handle 
dealer contact and sales promotional 
activities throughout the west coast 
area. 

Mason Hooser and John Holing 
maintain offices at Los Angeles. Their 
territory for Federal will include the 
states of Washington, Oregon, Cali- 
fornia, Nevada, Arizona, and New 
Mexico. 


Retailer Spurns Scarce-Item Waiting List - - 


(Concluded from Page 1, Column 4) 
always dropping in to see if their 
iron was here. And when we did get 
a skimpy shipment and they saw us 
sell one, they figured their name ad- 
vanced 50 places up the list. Then 
they were more insistent than ever. 

“Sometimes they would be able to 
get an iron elsewhere. This meant 
that we would have to refund them 
their deposit. That involved a lot of 
bookkeeping transactions. 

“Then when the irons did come in, 
we found that we had a lot of dead 
wood on the list. 


‘NEVER AGAIN? 


“We learned our lesson—and 
pretty cheaply at that. Never again. 
Now, if we haven’t got the item a 
customer wants and can’t promise 
anything on delivery, we try to shift 
him to another brand we have in 
stock. If this’ fails, and we have no 
assurances of being able to get what 


_he wants, we just send him on his 


way. 
“We haven’t lost any customers 
that way yet,’ he added. 
Commenting on the scare buying 
which followed the outbreak of 
hostilities in Korea, Shea noted that 
nearly all purchasers paid ‘‘cash on 
the barrel head or maybe took 30 or 


60 days.” 
Very few prospects who con- 
templated buying on time were 


panicked into purchasing then, he 
said. This buying rush was brief and 
left no slackening of normal sales 
in its wake, he declared. 

The big problem today is not to 
sell merchandise but to get it. And 
here, too, Shea’s is drawing on its 


immediate postwar experience to 
keep its operation running smoothly. 

Shea’s learned then the value of 
having multiple sources of supply 
for available appliances. The store’s 
principals are convinced that it is 
not too early now to re-establish 
contact with such sources. These in- 
clude small appliance dealers with 
whom Shea’s can swap merchandise. 

Shea noted that at times. very 
small, more or less inactive dealers 
have appliances on their floors that 
Shea customers want. These appli- 
ances may be just gathering dust 
for the small dealer and he will be 
glad to swap them for something he 
thinks he can sell more easily. 

Shea’s occupies a neighborhood lo- 
cation at Berdan and Jackman Sts. 
and is not on a.main artery of town. 
Yet the store’s policy of advertising 
extensively in the metropolitan news- 
papers and staging: traffic pulling 
promotions has spread its name 
throughout the entire Toledo trading 
area of northwestern Ohio and south- 
eastern. Michigan. 

Though the store employs sales- 
men, they never have to leave the 
store to make sales. And they are 
kept hopping all day long. For their 
efforts they get 25% of the gross 
profit. 

The store itself is not large and 
is jammed with refrigerators, ranges, 
washers, and television sets—leaving 
just enough room for prospects and 
salesmen to get around the merchan- 
dise. 

The outside of the store is gener- 
ally crowded with large appliances 
still in their crates. A narrow path 
through them leads to the door. 


WHICH TUBE WOULD YOU CHOOSE? 


These photomicrographs show the transverse sections 
of three brands of capillary tubing. 


ing the rough bore of sunk 
081” O.D. x .031” 1D. 


5. iy RO), ee 
_ Magnification—75X of 
081" O.D. x .031” 1D. 

_ showing that an attempt — 
_ was made to smooth the — 
bore by plugging. Over- 
laps indicate sinking oper- 
ations previous to final 
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drawn Wolverine Capi- 
_lator* Tubing. The size 
081 0.0. x 031" 1D. 


All these reproductions were made from unretouched photomicro- 
graphs. While capillary tube was used as an example, bear in 
mind that this small sized tube was drawn from the same base size 
(3 O.D.) used to produce all other sizes of Wolverine tube. Thus 
this evidence of quality applies to ALL Wolverine tube, regardless 
of size. 


Which tube would you choose? Of course, you'd choose the tube 
‘which would allow the smoothest flow of liquid or gas—and, in 
the long run, give you the most economical service. You'd choose 
dependable Wolverine tube. 


*Reg. U.S. Potent Office 
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They tell their own stories and prove the truth of our 
statement that ‘There IS a difference in tubing.”’ 


i. oe P a ” 7 
Magnification—200X of © 
the same tube tells a 
better story of the overlap 
,. defect due to previous 


_ sinking operations. - 


By 


X. 

magnifi- 
cation the tube gives con- — 
clusive Bom of Wol- 
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Let us send you literature telling about the use of tubing in your 
own applications. 


WOLVERINE TUBE DIVISION 


Calumet & Hecla Consolidated Copper Company 
INCORPORATED 


MANUFACTURERS OF SEAMLESS, NON-FERROUS TUBING 
1413 CENTRAL AVE. a DETROIT 9, MICHIGAN 


Plants at Detroit, and Decatur, Alabama 


¥ 
Sales Offices in Principal Cities 


But that pathway is weil beaten 
with customers, as evidenced by the 
fact that Shea’s has recorded sales 
as high as $100,000 per month. As 
far as Shea is concerned, the store 
is merely a stopping off place for 
appliances between the warehouse 
and customer’s home. 


‘OLD CUSTOMER DAY’ 


Another recent promotion _ that 
Shea recalls as being ‘very satis- 
factory” was a two-day affair called 
“Old Customer Recognition Days.” 
‘Operation of the promotion was ex- 
plained in a letter that Shea’s sent 
out to its voluminous mailing list. 

Headlined “Old Customer Recogni- 
tion Days,” the letter told ‘Dear 
Neighbor” this story: 

“I have always realized that our 
old and true friends are the real 
reason for the growth and success 
we have enjoyed during the past 
20 years. Not only have you and 
many others favored us with your 
business, but you have given us your 
encouragement and friendship as 
well. 

“So, I have decided to hold an 
old customer recognition days pro- 
gram combined with a showing of 
new 1950 appliances. To our old 
friends, we will offer value in mer- 
chandise and, merely for their at- 
tending, opportunities to win, free 
of charge, an appliance of their own 
choice, a_ television receiver, and 
valuable door prizes. 

“Here are the details of this great 
program: ... 

“Come early, stay late. 9 a.m. to 
9 p.m. 

“Free attendance gifts to all. 

“Free valuable door prizes each 
night at 9 p.m. 

“Free chances on appliance of 
your own choice and free chance on 
a beautiful television set. Your 
tickets are enclosed. Drawing at 
9 p.m. April 27, 1950. 

“Surprise bonus gift to first 100 
visitors daily. 

“Demonstrations by factory and 
utility company representatives. 

“Of course, there is no obligation 
on your part to buy. However, special 
prices and money saving values will 
be in effect during these days if 
you care to take advantage of them. 

Sincerely, 
EDWIN A. SHEA 

“P. S. An extra chance on the two 
main prizes will be given if you bring 
a friend.” 

This letter really pulled people 
into the store, Shea recalled. Many 
of them commented that they were 


pleased to be remembered and indi- 
cated that they were in the market 
for more appliances. 

Each visitor was given a card to 
fill out and deposit with the store 
to be eligible for the big prizes. 
Listed on the card were 16 appli- 
ances ranging from a Gibson refrig- 
erator to a Lewyt vacuum cleaner. 
Entries were asked to check the ap- 
pliance that they would prefer to 
win. 


LETTERS SENT TO LOSERS 
After the promotion was over, 


Shea took these cards and sent out 
' letters to the customers who did not 


win, thanking them for coming to 
the affair and offering in apprecia- 
tion of their interest, a favorable 
trade-in» allowance on the appliance 
that they had marked. 

This letter brought a number of 
customers back to the store and 
resulted in a sizeable volume of sales, 
he said. 

A rather unusual source of busi- 
ness that has been exploited by Shea 
is a deaf-mute association. Shea said 
that he has a cousin that is a deaf 
mute and belongs to this organiza- 
tion. 

“Deaf mutes are rather clannish 
people,” Shea explained. ‘They are 
always afraid that other people are 
trying to take advantage of them 
because of their condition. 

“So when one of their own kind 
recommends a particular place of 
business and several say they have 
been treated fairly there, almost all 
will take their business to that store, 
even if they have to travel miles to 
do it.” 

Shea asserted that one factor in 
the store’s operation has been of 


- great value in helping it to do a 


large volume and still keep down 
overhead. 

This is the practice of discounting 
all its paper at a local bank. 

“A banker once told us that we 
would have to decide what business 
we preferred to be in,’:.Shea as- 
serted. “We could either. be mer- 
chandisers or bankers. If we wanted 
to be merchandisers, we.would be 
wise to stay out of the banking busi- 
ness. 

“We took this advice. and have 
never regretted it,”’ he declared. “We 
decided to be merchandisers and let 
the bank handle all our paper for 
us. This gives us a maximum amount 
of working capital and eliminates 
a lot of bookkeeping and paper work 
for our office girl.” 
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STEP 2. Pull electric motor — 
cord from outlet. 


STEP 3. Remove fan and 
motor assembly for easy 
access to expansion valve 
and coil interior. 


To Install . 


Write or wire today for complete information. 


aS Easy To Service 


Way...lt Uses No Valuable Storage 


Engineered to give high BTU performance 
with comparatively low air quantities, the 
New Delta Coil has been field tested in many 
unusual applications. Here is a coil that wins 
instant praise from refrigeration contractors 
and service men alike because it is easy to 
install and easy to service. Fitting snugly 
into the corner, even the largest sizes take no 
usable space. 
DELTA coils is the exceptionally low air 
velocity from the face of the coil—assuring 
successful operation in all types of produce 
cooling and storage. For all applications 
above 34° F. 


An inherent feature of all 
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THE BIGS mx: 


MAKE ELECTRIC RANGE SALES 


Three simple things are all you need do to build more Electric Range 
sales. They work! Dealers in all parts of the country have proved 
that to themselves. Try these three steps and find out for yourself: 


lish 
are 
are 
em 


ind 


ave 
all 
re, 


we HAVE AN OPERATING 
an | ELECTRIC RANGE ON YOUR FLOOR 


USE AN ELECTRIC RANGE 
MAKE A FOLLOW-UP 
CALL ON PURCHASERS 


IN YOUR HOME 


It’s always easier to sell a “live” range than a 
“dead” one. Have a working model plugged 
in right on the sales floor for demonstration. 


When a customer buys an Electric Range, . 


Then, when you flip a switch, the prospect 
sees action, feels how quickly the elements 
heat up, can touch the oven and feel how cool 
the outside is when it’s hot inside. Demon- 
strations build store traffic, too! 


That’s the best way to get yourself enthusiastic, 
to be convincing when you're telling prospects 
how easy this range is to use; about its cool- 
ness and economy; how its automatic controls 
save time, and what delicious meals it cooks. 


chances are she’s not coo familiar with its 
operation. With just a little help she'll find 
out where every control is, and how to use it. 
That's why it’s so important not to let the sale 


drop when delivery is made. Have the sales- 
man or your home economist visit the cus- 
tomer once or twice after delivery, and dem- 
onstrate the range in the customer’s own 
home. Then she'll be the kind of satisfied 
customer who is a good salesman for you, 
can bring you a lot of other customers. 


g Wire Your Store 


for Modern Merchandising 


A Remember—when your store has a three wire 


CASH 1 OW THE TREND... 


NEL. =e 


Another million American families switched 4 oh. Blectric Water Heaters and Electric Clothes 


Dryers. This, of course, spreads 
to Electric Cooking last year! the wiring cost; helps boost sales 


4 in general, because any appliance 
sells better “live” than “‘dead.” 
e ELECTRIC RANGE SECTION , 
e National Electrical Manufacturers Association, 155 East 44th Street, New York 17, N. Y. ‘ 
y ADMIRAL e COOLERATOR e CROSLEY « DEEPFREEZE « FRIGIDAIRE « GENERAL ELECTRIC ¢ GIBSON te, Laem, 
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New Thor Factory Sales 
Branch Headed by Hines 


CHICAGO—Thor Corp., manufac- 
turer of home laundry appliances, 
has announced the opening of a fac- 
tory branch sales office at 2801 
Eighth St., N.E., Washington, D. C., 
and the appointment of Andy S. 
Hines, Sr., as its manager. 

The new branch office will direct 
distribution of Thor products to ap- 
pliance dealers in the Washington 
metropolitan area. Distribution for- 
merly was handled by the Washing- 
ton Div. of Joseph Zamoiski & Co., 
Baltimore. 

Before joining Thor, Hines served 
five years as Washington sales man- 
ager of Mid-Atlantic Appliances, Inc., 
appliance distributor. During the 
World War II years, he was attached 
to the Office of Price Administration. 

He acted as district rationing 
officer for the District of Columbia 
from 1942 to 1944. 

Howard L. Waller, formerly office 
manager of Mid-Atlantic Appliances, 
Inc. was appointed assistant manager. 


Lloyd’s, Appliance Dealership, 
Established In Salt Lake City 


SALT LAKE CITY — G. Lloyd 
Soderborg is president and general 
manager of Lloyd’s, Inc., a new ap- 
pliance store which has been opened 
at 42 E. 8th South. 

Soderborg, who also operates Engi- 
neering Sales Co. at 35 Post Office 
Place here, announced the appoint- 
ment of Allen Giles as sales manager 
of Lloyd’s. Giles has been associated 
with appliance selling both here and 
in Oklahoma City. 


Walz & Krenzer Will Handle 


Kalamazoo Line In Rochester 


ROCHESTER, N. Y.—Cy Krenzer, 
president of Walz & Krenzer, Inc., 
announced the firm’s appointment as 
distributor in Rochester and Monroe 
county for Kalamazoo appliances. 

A subsidiary company, Kalamazoo 
Sales, has been formed to conduct a 
retail outlet at 840 Clinton Ave. N., 
with Herman Walz acting as man- 
ager. 


Ashland Television Sales 
Formed by 3 Partners In 
Chicago as Retail Outlet 


CHICAGO—tThe former sales man- 
ager and two salesmen of R-H Tele- 
vision Sales, a northside retailer, 
have formed a partnership to operate 
an appliance and television store at 
817 N. Ashland Ave., which is lo- 
cated here. 

The new store will be known as 
Ashland Television Sales & Appli- 
ances, Inc. and will handle the Philco 
line of appliances. 

The three partners are Bert F. 
Clark, Lawrence O’Neil, and Edwin 
F. Podesek. As the store is located 
in the center of a large Polish neigh- 
borhood, both radio and newspaper 
advertising in the Polish language is 
planned. 

Podesek made the news headlines 
a few years back when he was an 
army medical technician in Japan. 

He saved the life of Baron Tojo, 
who was wartime Japanese premier, 
when the latter tried to commit 
suicide. 
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Distributor, Food Chain Work Poiiiling 


on your purchase of 
FROZEN 


INLAND'S "ROCK-OUT" FEATURE WILL BUILD 
SALES AND PROFITS FOR YOU! 


Something different has further increased the customer appeal of 
Inland “Magic Touch” Ice Trays! It’s the “Rock-Out” feature, shown 
above. The user simply raises the “Magic Touch” lever .. . then “rocks” 
the grid to one side, exposing a whole row of freed ice cubes, to be used 


now or later. 


The “Magic Touch” idea itself set an absolutely new standard of ice 
cube convenience. Now the “Rock-Out” feature attracts still more cus- 
tomers, helps close more sales, builds bigger profits for YOU! 


National advertising pre-sells your customers. A strong campaign 
of national magazine advertising, with a balanced appeal to men and 
women, pre-sells prospects, your prospects, on the marvelous conven- 
ience of the “Magic Touch” with the extra “Rock-Out” feature. Cash 
in on this consumer demand. Make sure that the refrigerators you 
stock and display are factory-equipped, completely, with “Magic 


Touch” Ice Trays. 


Easy replacement sales for quick profits. Many of your prospects 
are now getting along with outmoded, inconvenient ice trays. Show 
them “Magic Touch” Trays with the “Rock-Out” feature. You'll make 
many replacement sales, for quick and easy profits. And you'll build 
customer good will for later refrigerator sales! 
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Magic Touch’ lee Cube Trays 


INLAND MANUFACTURING DIV., General Motors Corporation, Dayton, Ohio 


New refrigerators fully equipped with 
Inland "Magic Touch" Ice Trays give 
i your customers complete ice convenience 


Customers understand "Rock-Out" 
convenience instantly! 
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Raise ‘‘Magic Touch”’ lever 


Use one or more cubes 
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GARDEN GAVE. 
FROZEN FOODS - 
FRUIT JUICES i 
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~ Appliance Club 


As employed by Simon Distributing Corp., the ‘Hotpoint Appliance Club" plan had two 


advantages for dealers: (1) It promoted entire line, not just one appliance. 


(2) It per- 


mitted dealer to make effective product-display tie-in with neighborhood DGS store. 


* 
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Washington-Area Dealers Promote Sale 
Of Hotpoint Appliance Line by Offering to 
Purchasers 10% Discount on Frozen Foods 


WASHINGTON, D. C.—A “Hot- 
point Appliance Club” which gives 
members a break on frozen food pur- 
chases has been used by the Simon 
Distributing Corp. here for the past 
few months to promote sales on the 
complete line of Hotpoint appliances. 

Under terms of the promotion, any 
purchaser of any Hotpoint appliance 
automatically became a member of 
the club. As a result, the customer 
is supplied with a membership card 
that entitles him to a 10% discount 
on purchase of $5 or more of Garden 
Gate frozen foods and fruit juices. 
The card is good at any store in the 
District Grocery Stores, Inc. chain. 

The discount offer applies until the 
end of the year. There are 260 stores 
in the chain scattered all over the 
District of Columbia. 

George J. Frank, general sales 
promotion manager for the distribu- 
torship, pointed out that this promo- 
tion -gave the dealers a chance to 
offer prospects a special inducement 
to purchase Hotpoint appliances—an 
inducement that did not cost the 
dealer a single penny. 

The dealer’s part in the promotion 
was to advertise the club and then, 
when a sale was made, to notify the 
Simon company of the customer’s 
name and address, date of delivery, 
and product serial and model number. 

The distributor then sent a “thank 


counter cards, and a special package 
of Garden Gate frozen foods for use 
in a display refrigerator or freezer. 

In addition the distributor spread 
word of the club through a gigantic 
direct-mail program, using its own 
multilith offset press to turn out 
thousands of letters, postcards, and 
other mailing pieces in cooperation 
with the dealers, according to Frank. 

Dealers were asked to set up floor 
displays of Hotpoint appliances and 
to blanket their old customers and 
new prospects with direct mail. The 
suggestion was offered that they tie- 
in with their nearest DGS store, 
possibly even placing a Hotpoint ap- 
pliance there to point out the offer. 

After the promotion had run about 
three months, Frank stated, “All 
parties involved, Simon Distributing 
Corp., District Grocery Stores, and 
our Hotpoint dealers in the metropoli- 
tan Washington area, were very 
pleased with the results.” 
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you” letter to the customer along | 


with his membership card. 


Simon provided the dealers with | 
rough copies of suggested advertise- | 


ments, point of sale streamers and 
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More Efficient Double-Tube 
Counter-flow Design 
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WHOLESALERS IN PRINCIPAL CITIES 
Write for Catalog and Prices 


Hals tead & M. ttchell 


BESSEMER BLDG. PITTSBURGH 22, PA. 
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Buy Freezer, Sell Garbage Can, 
Dealer's Ad Advises Prospects 
NIAGARA FALLS, N. Y.—Food 


freezers were promoted by La Salle 
Appliance, 7433 Buffalo Ave., here, 


ce 
| 
} 


_ New Ice Cream, Candy Cases Help Boost Traffic In Drugstore 


y)MAHA, Neb.—A new 6-ft. vend- 
» cabinet for packaged ice cream 


vies with 15 tons of air conditioning, sibel =i i SS with a newspaper advertisement that 
a. enlarged fountain, a 6-ft. refrig-  s x = ~ carried a sketch of a garbage can 
erated candy case, and a biological a A, ile ca ae ; with a “For Sale” sign hanging on 
--frigerator for sales-building honors —_- oe = : os a ? it. 


rt 5 em ie “a Ra i—_ Careful 


of the case near 


Positioning Caption of the advertisement read: 
“Say Goodbye To Food Spoilage.” 
Copy continued: “Leftovers be- 
come keptovers when you store them 
in your home freezer. Food is as 
good months latter as the day you 
freeze it. Here’s real economy.” 


the recently-enlarged Sprague- 
son Pharmacy here. 
fohn Ferenstein, co-owner, said 
roxe-out ice cream sales have more 
f.on doubled since the new case was 
ip otalled. 
The ice cream fixture has a glass 
ing top which cuts down on the 
rigeration bill, and a back bar 


It’s something more 
than mere accident 
that this 
housewife has stop- 
ped to look over the 
stock of ice cream 


such popular de- 


young partments as cos- 
metics and photog- 


raphy insure its be- 


s ‘ 


ing seen and used 


Not One, Not 10--But 20! 


th an illuminated sign reading, . ; 

e Cream—Serve Yourself,” along in the new cabinet by most patrons 

‘h colored a pictures of at the Sprague- whe come -in the ALBANY, N. Y.—Frozen juices 
Cs aes Benson Pharmacy. sani are promoted at the Albany Public 


Market here by emphasizing the wide 


meer mw OC he oe DO OD wr 


ow = om "Se ft 


ferenstein explained that its lo- 
« tion near the front entrance, ad- 
> ining the cosmetics department on 
cae side and the photographic de- 
:irtment at the end, serves to re- 
rind all customers to buy ice cream. 
(nildren often remind parents who 
fail to stop at the case. 

As a companion fixture, the 45-ft. 
by 140-ft. drugstore has installed a 
step-up corner open display stand 

the same blonde wood as store 

¢xtures, for ice cream toppings. This 
fxture fits up against the ice cream 
case and serves to stimulate related 
selling, according to the management. 

The year-old air conditioning sys- 
tem, which has been a heavy traffic 
builder, consists of two Yorkaire 550 
self-packaged units of 7% tons re- 
frigeration capacity each. Fixtures 
and finishing of the pharmacy are 
in Philippine mahogany, and panels 
of this attractive wood have been 
used to cover the air conditioning 
units to further enhance the beauty 
of the store. 

One unit expells conditioned air 
directly over the fountain depart- 
ment. The other unit, located on the 
opposite side of the store, has been 
equipped with ductwork which has 
vents serving the prescription and 
drug sundry departments and the 
remainder of the east side of the 
> pharmacy. 

A commercial size refrigerator is 
used for storage of biologicals in 
the prescription department. 

The refrigerated candy case serves 
as the nucleus of the candy depart- 
ment. There is a three-shelf metal 
fixture in step-back arrangement on 
top of the refrigerator for boxed 
candy display. This fixture enables 

the drugstore to do a good candy 
business in the summer when the 
trade in chocolate confections is non- 
existant or at very low ebb in most 
stores, the druggist said. 


FOUNTAIN CHANGES PAY OFF 


Ferenstein declared that expansion 
and modernization of the fountain 
department has probably done more 
than any one thing to boost store 
traffic. It is at the side and rear of 
the store, adjoining the prescription 
department, and is heavily patronized 
by customers waiting for prescrip- 
tions to be filled. 

A Liquid Carbonic all-stainless- 
steel fountain was installed along 
with Hotpoint stainless steel cook- 
ing units, all electrically operated. 
The fountain was expanded in size 
from six to 14 stools, while tables ac- 
commodating eight people were 
added. 

The balcony was recently remodeled 
for booth and table service. Its stair- 
way leads directly from the fountain 
department. 

In the back room directly back of 
‘ae fountain is a new kitchen with 
Sink and refrigerated storage com- 
partments for meats, vegetables, and 

e cream. 


REDUCING 
OUR INVENTORY! 


We are offering subject to prior sale the 

following prominent brand direct expan- 

: sion cooling coils which have 11 copper 
‘ns per inch. All fins Hydrogen welded 
° copper tubes. All coils in original 

| ‘actory crates, and the quoted: price in- 
ludes the expansion valve. 


7 29'2”"x58"—6 row 

25 tons ea. $485.00 

4 19/2”x58”—6 row 

15 tons ea. $325.00 

AIR CONDITIONING 

ENGINEERING CO. 
2116 LOCUST ST. 


4 STRATEGIC LOCATION 


. 


variety of these beverages available. 

The supermarket advertises that 
it handles the “World’s Largest Se- 
lection of Concentrated Frozen 
Juices.” No less than 20 different 
types of frozen juices are on display 
in the frozen food section. 


Heres New Proof That 


FRIGIDAIRE DEALERS SELL 


AMERICAS NO.1 LINE OF 


FROZEN FOOD DISPLAY CASES! 


SELF SEAvECE 


S$ ELF 


Meet the latest member of Frigidaire’s great 
Zero Self-Server line—with the new Roll- 
A-View Top! 

The addition of this spacious new cabinet 
with a rolling glass top gives Frigidaire Deal- 
ers an even greater sales opportunity in the 
fast-growing market for frozen food mer- 
chandising equipment! 

And just look at the special advantages 
that all Frigidaire Zero Self-Servers have to 
offer—advantages such as their All-Steel 
Sealed-Tight Construction, their Even-Tem- 


SERVICE. 


CHEATS) 


perature Design, their Efficiency-Plus Con- 


denser, their famous Meter-Miser refriger- 
ating unit, and many more! 

Clearly, Frigidaire Dealers everywhere 
are going to find it easy to convert that big 
potential into actual dollars-and-cents sales 
—into substantial profits! 

Yes, in Zero Self-Servers, Frigidaire Deal- 
ers are selling America’s No. 1 Line of 
Frozen Food Display Cases. It’s a line that’s 
one of the important reasons why you can’t 


match a Frigidaire Franchise! 


Zero Self-Server ICGL-112. Rolling glass 
lids. Merchandising superstructure op- 
tional at extra cost. Cubic feet, 11.2. 


Zero Self-Server ICOL-53. Holds 115 to 130 qts., 
225 to 240 pts., depending on shape of packages. 
Especially effective for merchandising frozen fruit 
juices. Cubic feet, 5.3. 


Zero Self-Server ICOL-82. Holds 180 to 195 qts., 
350 to 375 pts., depending on shape of packages. 
Note the trim Raymond Loewy design—the one- 
piece stainless steel top. Cubic feet, 8.2. 


Sere Seavice 


Zero Self-Server ICOL-112. Same size cabinet as 
the Roll-A-View model shown at the left. Holds 
260 to 275 qts., 485 to 500 pts., depending on 
shape of packages. Cubic feet, 11.2. 


You can't match a 


FRIGIDAIRE 
FRANCHISE 
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3!’ HIGH 


From mounting board to maximum stem extension when 
fully open—only 31% inches of height is required. It’s the 
shortest metallic diaphragm packless refrigeration line 
valve in the world. At your Kerotest Wholesaler’s! 


AGAIN IN '50 


KEROTEST 


HAS THE PRODUCTS! 
a 


KEROTEST MANUFACTURING COMPANY 
PITTSBURGH 22, PENNSYLVANIA , 
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b by GEORGE F, TAUBENECH K 


(Concluded from Page 1, Column 1) 
whether he should be a bus driver or 
a doctor? How can any balance be 
attained when comparative values are 
either absent or radically fluctuating 
from day-to-day? 

Won’t utter confusion result? 

You’re darned right it will! 

Government decrees, by deranging 
the market, make all personal plan- 
ning hopeless. By imperiling an ac- 
cepted set of values, they derail the 
daily trains. 

State planning prevents the de- 
velopment of human resources satis- 
factorily. 

Instead of creating wealth hy 
stimulating production, it consumes 
wealth by dividing, diverting, and 
discouraging. 


Why Government Spending 
Is a False Palliative 


Integral with all the wrong-headed 
socialist doctrines fed to youngsters 
in this muddled age is the premise 
that government, by pouring printing- 
press money and inflated credit into 
economic bloodstream, can 
bleach the skins of negroes, situate 
widows and orphans and the blind on 
Easy Street, and give every high 
school graduate a new Cadillac 
convertible. 


Governments don’t produce real 
M — 


REFRIGERATI 


ON 


e/ CHEVROLET 


The World’s Most Popular Engine! 


More truckers use Chevrolets than any other 
make. And one important reason is Valve- 
in-Head engine design. For 38 years Chev- 
rolet has been the largest producer of 
valve-in-head engines — engines world 
famous for power, dependability and out- 
standing economy. 


Lower Cost per Mile! Chevrolet's 
Valve-in-Head Loadmaster engine and 
Chevrolet's greater horsepower at the 
clutch add up to important advantages to 
truckers. They mean greater efficiency— 
they mean bigger payloads at lower cost 
per mile! 


Better Buy .. . Better Resale! tow 


first cost coupled with dependability and 
economy make Chevrolet trucks the buy. 
Chevrolet trucks have led in demand and 
sales for the last eight consecutive truck 
production years ... are far ahead this 
year, according to current registration 
figures. Here is proof of greater owner 
satisfaction . . . satisfaction which has made 
Chevrolet's higher resale value traditional 


across the nation. 


Fat in det 


dem an 
¢* in vale vi 
"fst in 9 sales 
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Chevrolet Trucks 


CUT YOUR COSTS 
ON EVERY HAUL! 


Chevrolet heavy-duty trucks with Loadmaster engine actually 
deliver more horsepower at the clutch ... more net horsepower — 
proved by certified ratings on engines used as standard equip- 


ment in conventional models of the five most popular makes, 


13,000 to 16,000 lbs. G. V.W.* Here, then, is power to move big 
payloads... in a truck with strength to carry big payloads... 
and these add up to outstanding, all-around efficiency. You 
save on gas, oil and upkeep, cutting your costs on every haul! 
See your Chevrolet dealer—get the full story of Chevrolet 
leadership. *Gross Vehicle Weight 


CHEVROLET MOTOR DIVISION, General Motors Corporation 
DETROIT 2, MICHIGAN 


PLUS—Chevrolet Advance-Design Truck Features! 


TWO GREAT VALVE-IN-HEAD ENGINES: the new Loadmaster and | 


the improved Thriftmaster—to give you greater power per gallon, 
lower cost perload © THE NEW POWER-JET CARBURETOR: smoother, 
quicker acceleration response ®© DIAPHRAGM SPRING CLUTCH for 
easy-action engagement ® SYNCHRO-MESH TRANSMISSIONS for 
fast, smooth shifting © HYPOID REAR AXLES—5 times more durable 
than spiral bevel type © DOUBLE-ARTICULATED BRAKES—for com- 
plete driver control © WIDE-BASE WHEELS for increased tire mileage 


© ADVANCE-DESIGN STYLING with the "Cab that Breathes” @ BALL- 
TYPE STEERING for easier handling © UNIT-DESIGN BODIES— 


precision built. 


money. They either reduce its value 
by multiplying it, or they collect it 
in the form of taxes (mostly “hid- 
den”) or both. Everybody pays, in 
time, for fiat money. Governments 
can’t hand out money to “the poor” 
without taking property from persons 
who have earned plenty and saved 
partially. 

“Something for nothing’ is like 
perpetual motion: It doesn’t exist. 
When governments spend by taxing 
the well-to-do, they dry up sources of 
investment. When they spend by in- 
flating the monetary and credit 
structure, they balloon prices. The 
“little man” pays the bill eventually. 


What’s worse, government spend- 
ing agencies always take out the 
“house percentage” (taxes) on all 
transactions—thus reducing purchas- 
ing power and investment potentials 
for all their citizens. 

The “little fellow” always pays for 
reforms. 


What Happens to Minorities 
When Reformers 
Grab Power 


One more warning to the young- 
and-tender who fall for socialistic 
canards: 

Government bigwigs proceed on 
the theory that “those who aren’t 
with us are against us.” 

All sorts of pressures can be ap- 
plied against non-conformists when 
the reformers are in the saddle. 
Tradesmen and mechanics discover 
that they must be licensed when 
Planners reign. Furthermore, they 
discover that qualifying for that li- 
cense-to-go-on-working depends upon 
the approval of a party-line bureau- 
crat. 

Outspoken businessmen frequently 
discover that their tax rates have 
been raised arbitrarily and prohibi- 
tively by Planners whose ukases they 
have challenged. 

Independent labor leaders somehow 
wind up in prison for violations of 
laws they never heard of; small busi- 
nessmen are dispossessed because in- 
spectors suddenly decide their shops 
are fire hazards; investors are expro- 
priated for obscure reasons—and Big 
Government Marches On. 


Our American Heritage 


In contrast, here’s what unrecon- 
structed Americans can offer their 
re-educated children: 

When a Free Market exists, men 
and women can live their own lives. 
They can laze away their days, or 
they can become well-to-do, accord- 
ing to their own inclinations and 
talents and tastes. 

They aren’t spied upon, tied in 
double-bow-knots by regulations, or 
checkmated by foolish rules-of-con- 
duct. They pursue happiness in their 
own way, and wherever that urge-to- 
dare leads them. 

Unhampered by trade barriers or 
Union “security” measures, they 
choose their own work, and trade 
their modest contributions to the 
national welfare for commensurate 
rewards. 

Justice is the watchword in their 
courts-of-law, rather than conformity 
to the Edict of the Week. 

Officials wear no halos when Free 
Enterprise reigns. Supernumeraries 
realize that they’re hired public serv- 
ants, rather than appointed-for-life 
Supermen, and they act accordingly. 


Nobody stirs up wars in a laissez 


faire politico-economy, because every- | 


body understands that wars are de- 
structive and retrogressive and bad 
for business. 

Peace reigns, and the citizens sleep 
well at night. 

If only we can transplant this 
American reality into the strife- 
ridden, emotionally wrung-out na- 
tions of Europe and Asia—World 
War III would recede into the remote 
distances of the 21st Century. 


But, man! That job won't be easy! © 


Ideas Are Subsidized 


If you think that socialistic no- 
tions spring up _ full-grown, like 
Minerva you have another “think” 
coming. 

The ‘masses’ don’t revolt, ever; 
they merely follow the Pied Piper 
sirening of psychopathic demagogues. 

Off-track “intellectuals,’”’ when they 
seek to justify their own psychical 
maladjustments, too often sponsor 
foolish “reforms” which derail eco- 
nomic trains. 

Riders on these trains pay for the 
foolishness. “Reforms” are costly, 
always. Upheavals are wasteful and 
destructive. The squanderers do far 
more harm than good. 


Doctor Says Hearts Never 
Win at Poker 


Playing poker and other card 
games, especially for cash stakes, is 
a ‘major contributing factor to 
coronary attacks,” declares’ Dr. 
Robert S. Berghoff, who is a heart 
specialist. 

Dr. Berghoff declares that: 


“You come home from a poker 
game elated and excited because you 
have won. In reality, you have lost, 
for when you go to bed you are rest- 
less, your sleep is broken. Next day 
you are exhausted. Why? Excite- 
ment of that poker game threw a 
heavy load on your heart.” 


Could be. But poker is still the 
most fascinating of all pastimes to 
some of the finest friends we know. 
What’s the use of living an extra 
20 years if you don’t enjoy it? 


From Our Mailbag 


Garnerville, N. Y. 
Editor: 


Here’s another story for your pro- 
posed joke book. 


The late Judge Dean Piesen, gradu- 
ate of Cornell college, Iowa, and of 
Harvard Law School, became Dis- 
trict Judge in Iowa and a leading 
citizen of the State. After several 
terms in the Legislature he was con- 
sidered the most probable Republican 
candidate for Governor. His very 
firm and uncompromising stand 
against the sale of intoxicating 
liquor probably cost him the nomi- 
nation. When he was a college stu- 
dent he made his way by selling 
aluminum ware. Once when he was 
spending several months in Canada 
selling, he boarded at a rooming- 
house which also housed several 
school teachers, with whom he be- 
came very popular. A fresh air de- 
votee, he always opened all his win- 
dows as far as possible and also 
put his shoe in the door. One day he 
overslept, but arrived at the break- 
fast table before the school-marms 
had finished eating. One whose room 
was down the hall from Dean’s 
volunteered this information. ‘Dean 
has got the habit so much of putting 
his foot in the door that he even 
does it at night.’”—OTIS MOORE. 


‘TYPHOON 


Most Complete Line of 


AIR CONDITIONERS 


in the most popular size range 


1% TO 20 TONS 


Evaporative Condensers 
3 TO 20 TONS 


Backed by more than 40 years 
of air cooling experience 


TYPHOON air conditioning C0,, 


794 Union Street, Brooklyn, N.Y. ~ - 


EASIER TO 
READ! COMPLETELY 
REVAMPED WITH 

NEW TYPE FACES 


WHOLESALE 


Le 


“Service Doesn't 
Falter When It 
Comes From 
Horry Alter” 


The 


1728 South 4: a geteamaand 


Here’s Your New Edition of 


HARRY ALTER’S 
DEPENDABOOK No. 153 


REFRIGERATION 
: PARTS and Supplies 


_ * some items up to 60% 
below regular prices 


Write on your letterhead to 


HARRY ALTER Co. 


134 LaFayette Street 
New York 13, N.Y. 


Chicago 16, I! 
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uly Sales Double, Triple 
949 Month In San Diego 
rea Due to Korean War 


SAN DIEGO, Calif.— Effects of 
e Korean conflict on appliance 
‘es were demonstrated clearly by 
aly sales figures turned in to the 
ureau of Radio and Electrical Ap- 
iances of San Diego County by local 
alers. 
All appliances showed tremendous 
‘ins over the same month in 1949 
.d over the previous month, June. 
»st spectacular rise was made by 
thes driers. Thirty-five were sold 
July last year and 75 in June. 
iis July 200 were sold. 
Refrigerator sales jumped from 
‘00 last July to 4,000 this July. 
»me and farm freezers leaped from 
0 units last year to 1,050 this year. 
ily sales of freezers amounted to 
ore than one third of all freezers 
ld in the first seven months of the 
‘ oar. 
Sales figures on major appliances 
ere as follows: 


Seven 

July, June, July, Mos., 

\ppliance 1949 1950 1950 1950 

efrigerators ... 1,700 1,900 4,000 14,135 
ome and farm 

freezeTS ....... 350 400 1,050 2,810 


tleetric ranges . 285 260 500 1,995 
-leetric water 


heaters ....00: 175 175 350 1,325 
\utomatic 

washers ...... 675 900 1,750 6,950 
Conventional 

washers....... 950 950 1,900 7,425 
Automatic 

ee ee 300 300 475 2,275 
Dishwashers .... 65 65 100 420 
Clothes driers... 35 75 200 645 
Garbage 
disposers ....... 285 250 400 1,935 
Vacuum cleaners 900 1,100 1,450 8,525 


Birds Eye Markets Frozen 
Mashed Potatoes In N. Y. 


NEW YORK CITY —Birds Eye- 
Snider Div. of General Foods Corp. 
has introduced frozen mashed pota- 
toes to the metropolitan New York 
market, it was reported here recently. 

Put up in a 1-lb. package, the 
potatoes are already boiled, mashed, 
and beaten. A package will serve 
two to three people. 

No defrosting is needed to prepare 
the potatoes for the table. They can 
be placed in the top half of a double 
boiler for 25 minutes, then salt and 
butter added, and stirred a bit. They 
are said to taste the same as freshly 
cooked potatoes. 

Birds Eye is said to have been 
testing the product around the coun- 
try for almost a year. 


Emerson Plans New Indiana 
Plant for Hermetic Motors 


ST. LOUIS—Plans for a new plant 
in Bedford, Ind. to produce hermetic 
refrigeration motors was announced 
recently by Oscar C. Schmitt, presi- 
dent of Emerson Electric Co. here. 

Schmitt said that if the interna- 
tional situation should curtail refrig- 
eration production, Emerson would 
use the plant to produce armaments. 
He added that the company has re- 
ceived a $100,000,000 order for air- 
craft armament. 

Production and sales of all com- 
mercial products except fans are con- 
tinuing at a high level, Schmitt said. 
Cool weather has cut fan _ sales. 


Foreign Situation Booms Sales 
©f Refrigerators to Texans 


AUSTIN, Tex.—July sales of re- 

! gerators were up 54% in Texas, 

© cording to the University of Texas 

! vreau of Business Research. Refrig- 
itors have been in high demand 
ice the start of war in Korea, in- 
easing the sales figures during 
ly, 1950 16% over June, 1950, and 
‘ over July, 1949. 


Used Refrigerator Sale 


Texas Dealer Accumulates Stock of 20-25 Rebuilt 
Models, Then Moves ’em Quickly with Big Sale 


LUBBOCK, Tex. — Accumulating 
trade-ins until a respectable number 
is on hand, and then staging a 
“rebuilt refrigerator sale’’ has proven 
the most consistently successful 
means of solving the trade-in prob- 
lem for Hemphill-Wells. 

Hemphill-Wells, which recently 
constructed one of the southwest’s 
most beautiful appliance stores, has 
put trade-in allowance appraisals in 
the hands of five outside salesmen, 
all of whom have been trained in 
“allowance appraisals.” 

Each man, through his own vote, 
receives a straight 8% commission 
on appliance sales as compensation, 
and is entitled to share the same 
percentage in any profits earned on 
trade-in refrigerators, sold through 
the store warehouse. Therefore, every 
man can be depended upon to hold 
appraisals and allowances’ within 
logical limits, and to apply excellent 
salesmanship in turning the used box. 


A three-man repair crew rebuilds, 
repaints, and reconditions all used 
boxes as they come in, and these are 
stored until some 20 or 25 are on 
hand. One of the most effective 
means of turning over the entire used 
stock in a single day, it has been 
found, is to send out postcard an- 
nouncements of the sale to prospects 
who were not saleable where new 
boxes were concerned. These cus- 
tomers, usually from low-income 
brackets, invariably respond to the 
offer. 


Washer Patrons Solicited 


By Newspaper Offer of 
$40 for Trade-Ins 


HAMILTON, Ont., Can. — “Would 
You Take $40 For Your Old 
Washer ?” 

That was the theme of a news- 
paper advertisement employed by 
J. E. Patterson & Son, 227 Ottawa 
St. N., to stimulate new washer 
business on a trade-in basis. 

The advertisement pointed out 
that the store would offer up to 
$40 on trade-ins and invited inter- 
ested persons to call the store for 
an appraisal. The store featured a 
no down payment plan and terms as 
low as $1.50 weekly. 


Chattanooga Power Use Exceeds Expectations 


CHATTANOOGA, Tenn.—aA record 
5,035 k.w.h. of electricity was con- 
sumed by the average residential 
user during the year ending March 
31, 1950, C. Bert Osborne, chairman 
of the development committee of the 
Chattanooga .Electrical League, said. 

Back in 1946, Osborne set a goal 


of 5,000 k.w.h. average annual con- 
sumption by the end of 1951 for 
residential users in the 500-sq. mi. 
areas served by the Electric Power 
Board of Chattanooga. 

Osborne now predicts an annual 
10,000 


residential consumption of 
k.w.h. by the end of 1955. 


Radio Mfrs. Begin To 
Allocate Production as 
Parts Shortages Develop 


NEW YORK CITY—Due to a 
shortage in the supply of component 
parts, several radio manufacturers 
have announced that they have al- 
ready started or intend to allocate 
their production to distributors. 

This step is being made necessary 
due to the greatly increased demand 
for sets. 

It was reported that component 
parts that are common to both radio 
and television are going largely into 
television production. 

Emerson, Admiral, and Stromberg 
Carlson have definitely stated that 
they are going on allocations, while 
RCA declared that though it is still 
filling all orders for the third quarter, 
it looks for an even greater demand. 


New Houston Outlet 


HOUSTON, Tex.—Room air condi- 
tioners and refrigerators will be fea- 
tured by Homemaker Appliances, 
Inc., 3500 Main St., which held 
formal opening Aug. 17. 


Genuine Joe says... 


“Always buy Genuine 
WAGNER Brushes” 


place brushes in Wagner 
otors with genuine Wagner 
-ushes because Wagner 
rrect grade brushes give 
aximum performance, 
»>mmutator and brush 
te. Identify them by 
he name WAGNER 
on the brushes. 
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7! PLYMOUTH AVENUE, SAINT LOUIS 14, MO., U.S.A. 
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Profit-wise merchandisers who demand steady, 

profitable turnover .. . twelve months a year... are = 
switching to Hotpoint because Hotpoint’s Full-Line Fran- _-@ 
chise provides all these important sales-making advantages — 


© A top name in home appliances— a name commensurate 
with the dealer's own in building prestige and public 
preference. 


© A complete line of electric kitchen and home laundry appli- 
ances under one banner—a line out front in product styling, 
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designing and performance. 


@ A fully developed year ‘round retail merchandising program, 
assuring a well balanced flow of profitable sales . 


month of the year. 


If you're missing sales that should be yours, talk to your Hotpoint dis- 
tributor and let him show you what the Hotpoint Full-Line Franchise can 


do for you. 


‘* No more “letdowns’’ following hot selling seasons 
* No more “‘doldrums”’ that eat away profits 
* No more “‘valleys’’ that reduce profit peaks 


..» but a full line of products that 


insures a full year of profits 


Switch le opoccit/ 


for YEAR 'ROUND Profits! 


Automatic 


DISHWASHER-SINK 


Combination 


.. every 


Hotpoint Automatic Electric 
Dishwasher and Sink Combination 


As a sales leader for September, Hotpoint, the 
world's largest exclusive electric appliance manu- 
facturer, brings you its greatest engineering 


triumph. Here's the famous Hotpoint Automatic 


garbage disposer. 


Dishwasher and Sink Combination with Disposall® 


The Hotpoint Automatic Dishwasher offers your 


customers the advantages of both front opening 
and electric-heat drying and is available as a 


separate unit or in combination with Hotpoint 
Sink. Sink has built-in soap dishes and the amaz- 
ing new WONDERFLO faucet. Disposall garbage 
disposer (which can also be installed separately 
in any standard sink) banishes garbage and gar- 


bage cans forever. Does not overload or clog 


sewer systems. 


RANGES + REFRIGERATORS » DISHWASHERS * DISPOSALLS® » WATER HEATERS 
FOOD FREEZERS » AUTOMATIC WASHERS » CLOTHES DRYERS » ROTARY IRONERS » CABINETS 


(A General Electric Affiliate) 
5600 West Taylor St., Chicago 44, Illinois 
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‘Skilled Tradesman’ 
For Displaying Fish, 


CHICAGO — Refrigerated display 
of fresh fish, poultry, and cheese 
presents varied problems to the re- 
tailer of these items because of the 
variety of temperature and humidity 
conditions necessary to keep these 
foods in top selling condition. 


The following suggestions for over- 
coming the problems were outlined 
recently in the “Skilled Tradesman,” 
issued by the Commercial Trades In- 
stitute here. 


Fresh fish: It is impossible to keep 
fish in a “bright” appearing state 
for a considerable period of time in 
a display case without using cracked 
ice spread over the fish. 

While the temperature and hu- 
midity maintained in most display 


— —~ 


» 


LARKIN HALF-TURRET HUMI-TEMP 


Efficient operation makes a product 
easier to sell on one hand; builds 
solid customer satisfaction on the 
other. Precision engineering—only 
the best materials—skilled crafts- 
manship—and almost 25 years ex- 
perience in commercial and indus- 
trial refrigeration—all add up to 
higher efficiency for every Larkin 
product. And this means lower 
operating costs — important to 
buyer and seller alike. 


& 
Manufacturers of the original Cross-Fin 
Coil — Humi-Temp Units — Evaporative 
and Air Cooled Condensers — Air 
Conditioning Units and Coils — Direct Ex- 
pansion Water Coolers — Steel Vacuum 
) Plate Coils — Heat Exchangers. 


Outlines Rules 
Poultry, Cheese}... 


cases will keep fish from spoiling 
for several days, they will not keep 
the fish “bright.” 

The reason for this is that when 
the fish dies, the mucous dries on 
the surface of the fish and leaves a 
whitish gray color. 

The purpose of the cracked ice is 
that as it melts, the ice water 
carries away this mucous as it rises 
to the surface and keeps the fish 
bright and clean in appearance. 

A temperature of at least 40° F. 
is required in order for the ice to 
melt freely. If the case temperature 
is too low, the ice will not melt fast 
enough to carry away this slime. 

Set the temperature so that the 
coils will defrost on a two-degree 
range (38° to 40° F.) and the re- 
sults will be satisfactory. 

Sliced fish can be kept from one 
to two days without using ice, but 
whole fish must in all cases be 
covered with ice. 

Poultry: Dry picked poultry is re- 
frigerated under the same conditions 
as apply to fresh meat. 

Scalded poultry, however, presents 
a very difficult problem. In scalding, 
the tissues are broken down, and the 
action of decay bacteria commences 
as soon as the scalding is over. 

The only proper method by which 
to keep scalded poultry is to set the 
case temperature down to the point 
where the fluctuation is between 30° 
and 32° F. 

Under this condition, the coils will 
not defrost automatically. Therefore, 
the operator must shut off the con- 
densing unit about twice a week to 
defrost manually. It is best to install 
a manual shut-off valve on the liquid 
line so that the back pressure may 
be pumped down by the condensing 
unit during each defrosting period. 

Cheese: If the display case is to be 
used for cheese, the recommended 
temperature is 38° to 40° F. with a 
relative humidity of about 85% 
(average). 

A cut-in pressure of about 25 Ibs. 
will secure this maximum relative 
humidity with methyl chloride. The 
“cut-out” will vary depending on 
particular conditions but should be 
about 12 to 14 lbs. Settings are based 
on atmospheric pressures at sea 
level. 


WY SAA 18 18 


COOLERS 


COOLERS 


Separate Liquid and refrigerant coils, 


cast in an aluminum block, result in faster 


1 14 Lt 


cooling, higher efficiency, freedom from 


freeze-up damage, economy of space 


and greater sanitation. 


THE HEAT-X-CHANGER CO., inc. 


250 East 43rd St., New York 17, N. Y. Brewster, N.Y. 
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Traffic, Volume, Profits Increase as Customer Preference 
For Supermarket’s Self-Service Meat Surprises Manager 


+s 
oe 


This 


is a portion of the self-service meat department at Rohrbaugh’s 


Park & Save supermarket in Lincoln, Neb. Note the walk-in immediately 


* * * 

LINCOLN, Neb. — Pre-packaged 
meats have proved to be the magnet 
which is drawing a constantly in- 
creasing flow of business to the new 
Rohrbaugh’s Park & Save super- 
market opened early this year in a 
new California-style building at 48th 
and “O” Sts., reported Bob Rohr- 
baugh, who helps his father, Perry, 
and two brothers, Darold and Jack, 
operate the establishment. 

Volume increased every week since 
the store was opened in January, 
until sales at the end of the first 
quarter of the year were approxi- 
mately 30% above the first month’s 
figures. 

Popularity of pre-packaged meats 
has surprised the management. At 
present, approximately 50% of the 
total meat business is done from the 
self-service meat case, but Rohr- 
baugh pointed out that well over half 
of the customers patronize the self- 
service fixture, since a large share 
of the meat volume is in hamburgers 
and other meats to drive-in restau- 
rants in the North 48th St. area. 

Eventually the meat department 
will be entirely self-service and plans 
are being made to replace a 10-ft. 
service meat case with two additional 
12-ft. reach-in cases. Experience 
during the first months of operation 
has shown that profits are greater on 
pre-packaged meats, according to the 
grocer, although the personnel re- 
quired is the same as for the service 
type operation. 


MEAT IS FIRST IN LINE 


The meat department is first in 
line as customers enter the double 
glass doors. Three men are employed 
in the department during the last 
half of the week, while during the 
first part of the week one butcher 
works full time and another em- 
ploye works part time, spending the 
rest of the day on the selling floor. 

Rohrbaugh pointed out that the 
reason the store makes more money 
with the self-service meat section is 
because the personnel accomplish 
more than in regular meat service. 
There are no peaks and valleys in 
the pre-packaged service so that em- 
ployes accomplish at least 20% more 
during the average day than in the 
service operation where the help is 
frequently idle. 


behind the self-serve cases. 


mS 
wy 


of fryers being pre-packaged and 
sold each week. 

All the meat, poultry, and fish 
items handled in the regular service 
section also are pre-packaged, and 
the only item which out-sells in the 
service section is cold cuts. That is 
because the amount purchased varies 
so much that the management has 
found it most advantageous to sell 
most of the cold meats from regular 
service. 


HAS HIGH DISPLAY VALUE 


The self-service meat operation has 
a high display value, Rohrbaugh 
pointed out. The 8 x 8-ft. walk-in 
cooler where meats are stored is 
directly back of the meat cases and 
pre-packaging is done for the most 
part in an area adjoining the cooler 
and back of the display cases where 
customers can view pre-packaging 
being done under sanitary surround- 
ings. The area has a knotty pine 
front just inside the main entrance 
and jutting at right angle to the 
reach-in vending cases. This front 
matches the knotty pine woodwork 
throughout the store and has a glass 
riser on top to make for better de- 
partmentalization as well as afford a 
full view of the pre-packaging opera- 
tion. 

Four enclosed compartments be- 
neath the self-service meat fixture 
are used for cooled soft drinks. 
Signs on the doors denote the con- 
tents and the doors are conveniently 
opened by stepping on pedals. Soft 
drinks on wire racks also are dis- 
played in the magazine section at 
the front of the store. A sign in- 
forms customers that if they wish 
to purchase cold drinks they may 
do so from the bottom compartments 
of the self-service meat case not 
far away. 


@ 


6-ft. reach-in refrigerator for dairy 
products. It has three shelves to pro- 
vide 17 ft. of lighted open display 
and is marked by a neon sign. This 
attractive, compact case makes more 
money for the supermarket per- 
cubic-foot-of-space-occupied than any 
other fixture, the grocer estimated. 


Enclosed storage space is provided 
directly back of the walk-in cooler. 
Included is a two-tier frame for the 
compressors, with two on a low floor 
platform and two directly above. 
One Frigidaire compressor handles 
the dairy case; a Carrier for self- 
service meats; a Copeland for service 
meats; and a Mills for the walk-in. 
The cooler, incidentally, is equipped 
with a fan which keeps the tempera- 
ture even in all parts of the box at 
30° to 32° F. 


SELF-SERVICE CAUGHT ON 


Rohrbaugh commented that a com- 
plete supermarket, with self-service 
including meats, and with ample 
parking facilities has “caught on” 
with customers who dislike crowded 
shopping areas. Departments include 
complete fresh fruits and vegetables, 
groceries of all kinds, magazines and 
pocket books, greeting card case, 
tobacco and candy, notions, cooking 
utensils, comfortably upholstered 
seats for patrons at the front. 


The magazine department is the | 
site, also, of take-out ice cream sales. | 


A reach-in 6-ft. Weber case has been 
installed near the check-out counters. 
In line with the meat cases is a 


° 


Pre-packaging also © 


boosts the sales of the _ so-called | 


“offal” cuts, it also has been found, 


and the loss from spoilage is much | 


less. 

Hamburger is the number one item 
of the meat department, both be- 
cause passing motorists often select 
it and because of the business with 


the drive-in restaurant in the vicinity. | 


Pre-packaged steaks also are a very 
good impulse-sales item. One man is 
kept busy grinding and packaging 
hamburger every day. Another very 
important item has proved to be 


poultry, with an average of six cases | 


MOTOR-BASE 
ADAPTERS 


Don’t be fooled 
Makeshifts 


won’t do. Use 
genuine 100 per % '0 4 hp.—t01-D 
cent universal Y to 1 hp.—102-C 


motor adapters. 1 to 3 hp.—103-C 


SERVICEMEN SEE YOUR JOBBER 


Motor Adapter Corporation 
4730 JOY ROAD 
DETROIT 4, MICHIGAN 
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WE WILL BUY! 
SURPLUS 
REFRIGERATION CONTROLS 
PRESSURE and THERMOSTATIC 


ANY QUANTITIES « MUST BE NEW 
Write, Phone Or Call For 
IMMEDIATE ACTION 


TRACO Industrial Corp. 


455 W. 19 St., N. Y. 19, WAtkins 4-4302 
(Send for Traco’s complete list 
of sensational bargains) 
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-.» ONE OF 62 DIFFERENT 
MODELS a 


COLDISPLAY 51’ 
All Purpose Case - 
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nique Installation of 41 Separate & Individually Controlled Air Conditioning Systems 


oo Neh 


Separate Systems Cut Installation Costs, 
Simplify Maintenance, Provide Flexibility 


CHICAGO—The many thousands 
of exhibitors and conventioneers who 
for years have almost literally 
sweated out shows in the exhibit hall 
of the Stevens hotel here will be 
happy to learn that it is now air 
conditioned. 

A total of 211 tons of cooling ca- 
pacity has been installed in a system 
that is truly unique. In fact, it’s not 
one system but 41 (yes, 41) entirely 
separate and independent systems. 
There are 38 5-hp. systems, one 15- 
hp. hookup, and two 3-hp. package 
air conditioners. All are General 
Electric. 


INSTALLATION COST LOW 


Basic reason for this method of 
accomplishing the job was to keep 
installation costs to a minimum, but 
it has other advantages, too, points 
out Harold M. Toombs, chief engineer 
of the hotel and a consulting engi- 
neer for the whole Hilton chain of 
hotels. 

“Wide variation in capacity is pos- 
sible,” he explains. “If only a moder- 
ate amount of cooling is required, 
only a few units need be operated. 
If only part of the exhibition hall is 
in use, only that part of it can be 
air conditioned. If one or two units 
break down, no one will know the 
difference. 

“Incidentally, we're now in _ the 
process of modernizing the equipment 
in the numerous kitchens throughout 
the hotel, and whenever possible, the 
low sides will be arranged so that a 
5-hp. unit can handle them. Then 
if one of the units should fail, we 
can quickly borrow one of the 38 
serving the exhibition hall, where it 
would hardly be missed.” 

Another good point of this ar- 
rangement, comments Jerry Chilson 
of Talbert-Thomas Co., the contrac- 
tor on the job, is that the supply 
of spare parts needed can be kept at 
a minimum because the machines are 
all alike. 

As for the savings in installation 
costs, this resulted chiefly from the 


fact that virtually no ductwork had 
to be installed. 

In the sub-basement beneath the 
exhibit hall there are two large venti- 
lating systems supplying air to the 
hall—35,000 c.f.m. each. These have 
been in use for some time. Air is 
delivered to the hall itself through 
large grilles mounted in the 40-some 
furred-in pillars supporting the floor 
above. 

Instead of laying out a complete 
new set of ductwork for air condi- 
tioning, individual coils were fitted 
into the branch take-offs leading to 
the grilles. In only a few isolated 
instances was it necessary to carry 
new ductwork for any length. As 
close as convenient to each coil is 
the 5-hp. unit supplying it. 

The one 15-hp. condensing unit was 
employed to get around a difficult 
installation problem, while the two 
3-hp. package conditioners are em- 
ployed to air condition the entrance- 
way into the hall. 


LEFT: Here are seven of the 88 5-hp. systems plus the 
15-hp. unit (extreme rear) which have been installed to 
cool the exhibition hall of the Stevens hotel, Chicago. 
Installation costs were kept at a minimum by using the 
existing ventilating system ducts and discharge grilles 
(ABOVE), and avoiding the need for insulation and de- 


separate zones. 


almost infinite capacity 

RIGHT: Closeup of another 5-hp. unit 

shows connections to coil at extreme left. At upper right 
is coil for another unit. 


Totaling 211 Tons Devised To Provide Cooling for Large Exhibit Hall of Stevens Hotel 


mand charge and piping on a big central system. Indi- 
vidually and majually controlled, the arrangement provides 


modulation and, in effect, 39 


decorating the entire hall, he added. 

Thermostatic control for each sys- 
tem is not employed, the units being 
cut in and out manually as the de- 
mand arises. A hotel such as the 
Stevens, of course, has a _ sizeable 
crew of operating and maintenance 
engineers to control and service this 
and other equipment. 

The only controls on each unit are 
a high pressure safety cut-out and a 
water valve. 

Entire setup operates on 100% fresh 
air, in compliance with Chicago's city 
code which prohibits recirculation of 
air from a basement. 


Texas Does It Again 


DALLAS—According to President 
Leo F. Corrigan of the Dallas Hotel 
Co., Inc., Hotel Adolphus was to start 
construction by Aug. 1 on a 22-floor, 
520-room addition to make it “the 
world’s largest completely air con- 
ditioned hotel.” 

The additional rooms will give the 
hotel 1,370 rooms. Each of the new 
rooms will have individual controls 
and will be air conditioned the year- 
round, according to present plans for 
the installation. 


Largest ‘Evap’ Job 


ATLANTA — One of the largest 
evaporative cooling jobs in the south- 
east was completed recently when 
the James N. Wilkes Co., local Pal- 
mer “Sno-Breeze”’ dealer, installed 
equipment in the Inman Park Baptist 
church here. 

According to James N. Wilkes, 
head of the firm, six of the Palmer 
company’s largest Sno-Breeze units 
were installed. Purchased through 
Dealers Supply Co. here, these units 
are rated at 20,000 c.f.m. 


4 


Because the coils are located so | 


close to the outlets, it was not con- 
sidered necessary to 
ductwork, except in a few instances. 
This, too, made a considerable saving 
in the installation cost. 


FACTORS IN SAVINGS 


If a single 200-ton system had been 
installed, such duct insulation would 
have been required. Demand charge 
for such a large motor would have 
been a considerable item, and the 
piping involved would have been con- 
siderable. Zoning to achieve the same 
individual control effect that is pos- 
sible under the present arrangement 
would have added to the cost. 

No change was made in the air 
outlet grilles, even though they were 
originally designed for ventilation 
only. The main supply fans have 
been speeded up somewhat to over- 
come the resistance offered by the 
cooling coils, and no difficulty has 
been encountered in this respect, ac- 
cording to Toombs. 

Not changing the grilles also 
avoided the very likely job of re- 
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® CAFETERIA 
WATER COOLERS 


Binless steel. Special 


Bfeteria design. High 
Bpacity, super storage. 
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COOL, CLEAR, DECHLORINATED 
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FILTRINE MANU 


INDUSTRIAL 
PROCESS COOLERS 


Temperatures to 34° _ 
sustained as set. Spe- 
cial features for bakery, 
bottling, other process- 


r value 


6. 8..9 


odors, foreign 
cooler satisfaction 


FACTURING CO. 
BROOKLYN 5,N.Y. 


insulate the | 


5900 TRUMBULL AVE., DETROIT 8. MICHIGAN 


Division of Amrmcay Raptor & Stardard Saritary conronation 
Canadian Representatives: RAILWAY & ENGINEERING 
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| EDETROIT CERTIFIED 


Truly Outstonding 


* New plastic-imbedded water-proof coil. 


* Rugged forged brass body. 
* Large integral inlet strainer. 


* Connections available for flare, sweat, or 


pipe thread applications. 
* Sturdy mounting boss. 


DETROIT ray VN - 
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683 SOLENOID VALVES 


Top to bottom, inside and out, DETROMN 683 valves stand for true solenoid 
superiority! They require little space, are easy to install and simple to 
service! The entire valve, for example, can be completely disassembled 
without breaking the refrigerant line. Furthermore, the 683 series is 
designed for adaptability—three standard models available for flare, 
sweat, or pipe thread connections. Add to this such outstanding DETROIT 
features as water-proof construction, integral inlet strainer, and “kick- 
off” spring for positive closure, and you'll agree that for replacement 
or new installation the 683 just can’t be beat! DETROIT solenoids are 
availablein capacities from 3 to 20 tons Freon-12. So whatever your needs, 
demand DEtRONT for the best in solenoid performance, service, economy! 


ETROIT 


LUBRICATOR COMPANY 


TX 
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SPECIALTIES, LTD.—Montreal, Toronto, Winnipeg 


AMERICAN-STANDARD © AMERICAN BLOWER © CHURCH SEATS © DETROIT LUBRICATOR © KEWANEE BOWLERS © ROSS HEATER © TONAWANDA IRON 
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683 in forged brass body 

available with either flare 

(%" of %" S.A.E.) oF 

sweat (%" or 4" O.D.) 
nections 
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683 also available in 
cast brass body with 
¥%” female N.P.T., in- 
let and outlet connec- 
tions. 


DETROIT HEATING AND REFRIGERATION CONTROLS © ENGINE 
SAFETY CONTROLS © FLOAT VALVES AND Oil BURNER EQUIP- 
MENT © DETROIT EXPANSION VALVES AND REFRIGERATION 
ACCESSORIES © STATIONARY AND LOCOMOTIVE LUBRICATORS 
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OUR BATTING AVERAGE IS HIGH — 
>. DOLE Vacuum COLD PLATES GIVE Vy 
’ | EFFICIENT SERVICE YEAR IN & YEAR OUT, 
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They'll Do It Every Time .... By Jimmy Hatlo 
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“| have always felt that whatever the Divine Providence permitted 
to occur | was not too proud to report. The people are not served © 
by pussyfooting, or by that sort of journalism in which nobody will 
ask who is the editor of a paper or the writer of an article, and 
nobody will care.''"—Charles A. Dana. 


How To Help 
Create More Jobs 
For Young Americans 


INE ways in which government can make it easier for 

business to create jobs have been proposed by the National 
Chamber of Commerce. Pointing out that it takes, roughly, $10,000 
of capital investment to create each new job, a spokesman 
observes: 


“The necessary investment in job-making facilities will take 
place only if: 


“1. The investment funds are available; 
“2. The incentive to make the investment is strong enough. 


“All thoughtful businessmen realize that business has a solemn 
obligation in job creation. They know that government, too, has 
responsibilities and that government must create a favorable 
atmosphere for business operations, so that the number of jobs 
will increase as the population grows.” 


Here are steps that government can take: 

1. Lower personal income tax rates to a top take of 0%, 
to stimulate personal investment of savings. 

2. Let creative men whose income fluctuates wildly average 
their tax payments over a number of years. 

3. Gradually reduce corporation income taxes toward a take 
of 25% or less to stimulate corporate re-investment of earnings. 


4. Start reducing the double taxation of corporation income 
—once in the hands of the corporation and a second time in the 
hands of the stockholder—and eventually eliminate such double 
taxation. 


5. Permit more carrying-back and carrying-forward of 
losses, to encourage speculative and innovative enterprises. 


6. Liberalize depreciation accruals to boost the buying and 
invention of more efficient machines. 


7. Cut the capital gains tax to 12.5%, and make adequate 
provision for the offsetting of losses. 


8. In the case of alleged oversaving by corporations, shift 
the burden of proof from the corporation to the Treasury, as 
was the case prior to 1938. 


9. Reduce government waste and expenditures, paying par- 
ticular attention to the Hoover Commission suggestions. 


Such a program would give a tremendous impetus to business 
because it would unlock the gates that are holding back risk 
capital. 


To provide more and more jobs for our ever-increasing popu- 
lation, we need to do just three things: 


(1) INVENT. 
(2) INVEST. 


(3) INVERT our tax policy—which halters and hampers 
(1) and (2). 


It’s as simple as that. 


Is it too simple to get through the complicated minds of our 
governors? / 
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Veterinary Supply Sales Go Into Upper Bracket When Store 
and Stays Open Every Day 


installs 4-Door Display Case 


SPRINGFIELD, Colo.—Installation 
f a 4-door Tyler display refrigerator 
n the left side of the store, which 
s devoted almost exclusively to dis- 
iay of veterinary biologicals, has 
relped to boost veterinary supply 
ales into upper brackets for Huesed 
Drug Co. here. 

E. C. Huesed, head of the store, 
nas made a specialty of veterinary 
upplies for more than 10 years, with 
the result that the store consistently 
sells complete animal husbandry sup- 
olies for large ranches and _ stock 
farms in this section of southern 
Colorado. 

For example, during July, one sale 
included enough DDT insecticide to 
treat 1,000 head of cattle, while an- 
ther order, written a day later, cov- 
red 180 head of cattle. Sales of 
conics, antiseptics, and biologicals 
are much the same—many “multiple 
orders” in place of small, single- 
package sales, which are far more 
common. 

Huesed credits the success of his 
veterinary supply department to the 
fact that the store is open every day 
in the week, during evening hours, 
and because the big display refriger- 
ator creates a favorable impression 
upon every farmer or stockman visit- 
ing the store. 

“Our drugstore is the only one in 
the town which is open on Sunday,” 
it was indicated, “which makes it a 
natural stopping place for farm fami- 
lies who come into Springfield for 
movies or other entertainment, over 
the weekend. The fact that we can 
take care of all of the housewife’s 
cosmetics and drug needs, while the 
husband is shopping for his toiletries 
supplies and veterinary supplies, 
makes for convenient one-stop shop- 


This 4-door refrigerated display case is given much of the credit for the 
growing volume of veterinary supply business being enjoyed by the 
Huesed Drug Co. in Springfield, Colo. 


ping, which our customers appreci- 
ate.” 

It requires approximately 18 ft. of 
wall space to display the four na- 
tionally-advertised lines of veterinary 
supplies carried by the store. One 
department is devoted exclusively to 
“local disease’ such as _ mastidis, 
black leg, hog cholera, tick fever, 
and other difficulties with which the 
southern Colorado ranchman must 
deal. 

The store makes regular use of 
direct mail, distributing thousands of 
drug manufacturers’ pamphlets over 
the area, to a direct-mail list made 
up of stockmen and farmers, who 
have actually been customers of the 
store at one time or another. 

“We tie in closely with a livestock 
auction, which is staged every Satur- 
day nearby,” Huesed said. “We try 


Modern Pharmaceutical Plants Offer 
Market for Varied Types of Equipment 


SKOKIE, Ill.—The amount of re- 
frigeration and air conditioning it 
takes to operate a modern pharma- 
ceutical manufacturing plant is ex- 
emplified in the relatively new plant 
of G. D. Searle & Co., which makes 
pharmaceuticals solely for the medi- 
cal profession. 

The company’s plant is situated on 
a 22%-acre tract and consists of six 
buildings. The refrigeration and air 
conditioning equipment used is made 
by York Corp. and was supplied by 
the York central district in Chicago, 
working closely with E. P. Heckel, 
consulting engineer, and the Charles 


E. Crone Co., the mechanical con- 
tractor. 
The first installation involved a 


3-ton water cooling system for use 
in the manufacture of isopropyl 
alcohol, and a 5-ton system used in 
the development of hormones. 

A 20-ton Yorkaire conditioning 
system was installed to maintain a 
constant temperature and humidity 
for packaging metamucil, and a 50- 


ton system for air conditioning the 
biological and research laboratories 
and the animal quarters. 

A York Polar Flow unit is used 
for holding research specimens and 
samples at 35° F., and a 5-hp. York 
Coldwell water cooler keeps frogs in 
a state of suspended animation by 
chilling their bath water to a frosty 
33°. 

The frogs are used for research 
purposes, and they become quite ac- 
tive unless their fresh circulating 
bath water is held below 35°. 

A 200-ton refrigeration system, in- 
volving York V/W “Freon” com- 
pressors, cools the process water 
used in the manufacture of synthetic 
pharmaceuticals, which gives some 
conception of the scope of this phase 
of the business. 

Air conditioning for the offices, 
manufacturing, and research — build- 
ings is supplied by a system using a 
370-ton York Turbo system to which 


condensing water is supplied by a> 


cooling tower. 


produced by the 
Specialists 

in Draft Beer 
Equipment! 


One of 4 
Distinctive 
Models 


AIR COOLED 
FAUCETS MAKE 
THE DIFFERENCE 


Milwaukee 


Another SALES CHAMPION 


SOUTHERN Direct Draw Dispenser 


3 Half Capacity...2 on Tap...1 in Storage! 


Dealers enjoy easier, more profitable sales with Perlick’s 
4 Direct Draw Dispenser models, and the complete line 
of Beer Dispensing Equipment! 
larger capacity—greater attractiveness—lower cost, are 
some of the reasons. 
equipment for profits—write for full details today! 


r,; Vb tes: 


More practical design— 


Join the dealers who sell Perlick 


to have a sign on display at the 
auctioneer’s platform, which informs 
visiting stockmen that in the event 
of animal sickness or epidemic, we 
are equipped to handle almost any 
emergency.” 

It is significant that because of 
the large amount of refrigerated ca- 
pacity which the Huesed store has 
to offer, none of the veterinarians in 
the area are “dispensing practition- 
ers.” Instead, Huesed service has so 
satisfied local veterinarians that all 
of them are writing prescriptions, 
and sending their stockmen-custom- 
ers into the Huesed store, rather than 
attempting to maintain an inventory 


of drugs of their own. 
. 


Thumbaail Sketch Slogans 
Sell Self-Serve Meats 
In Tallahasse 


TALLAHASSEE, Fla.—Constantly 
changing “slogan signs’ designed to 
give customers a thumbnail educa- 
tion as to advantages of self-service 
meat operations, are considerably 
boosting sales at Lovett’s Grocery 
here, according to Park Kelly, man- 
ager. 

Self-service meat merchandising 
methods were installed in the Lovett 
market last November, and sales 
have shown around a 24% increase 
ever since, according to Kelly. He 
credits most of this fact to the use 
of the slogan signs, which are sus- 
pended every 6 ft. over the case.. 

Typical messages. state “Pre- 
packaged meats—-wrapped in hospi- 
tal-clean wrapping room!” Another 
states ‘All Lovett’s meats. are 
trimmed ‘table ready’—no waste.” 
Still a third states “Ideally protected 
in germ-proof wrappings,” etc. 

The self-service cases are backed 
up by an air conditioned wrapping 
room, which customers are invited to 
inspect at any time. Maintained at 
65° F., this room makes it possible 
to keep meat under adequate refrig- 
eration, from the time it is received, 
until the customer takes it out of the 
store. One attendant is kept on duty, 
out in front. 


Atlanta Bank Gets Cooling 


ATLANTA—The Citizens & South- 
ern Bank of Atlanta has started con- 
struction of a new air conditioned 
building at 890 Marietta St., N.W., 
to house its northwest office. 


NEW 
KWIK KUBE KRUSHER 
Model A 


Specially Designed to 
Crush Ice Cubes to 


Snow or Small Pieces. 


QUICK 
SAFE 
SANITARY 
DURABLE 
ADJUSTABLE 
CONVENIENT 


FOR RESTAURANTS—CLUBS 
CAFES—HOTELS—TAVERNS 
DRUG STORES 


CRUSHES ICE CUBES TO 
ANY SIZE REQUIRED FROM 
SNOW TO SMALL PIECES. 


Distributors and Dealers 
Wanted Thruout 
All Territories. 


Over 2000 units in use, giving 
satisfactory service. 


GARY MANUFACTURING CO. 
4500 SO. MAIN ST. 
LOS ANGELES 37, CALIF. 


NATI 


BUTTS AND HINGES 


ee a 


Gtandard and Custom-Built 


“ec THRU- THE- -DOOR FEN 


3 as Se Tete oc 3 aie. 


4 


EDGE- MOUNTED TYPES, 


HANDLES @ PULLS 


WRITE US FOR FULL INFORMATION AND DESIGN DETAILS 


COMPAN 


Baer ath 


ONAL LOCK 


STAMPINGS @ PRESSURE ZINC DIE CASTINGS 
PLASTICS, THERMOPLASTICS and THERMO SETTING 
SHELF SUPPORTS @ SCREWS AND BOLTS 


STOVE HARDWARE 


SAS Swaeres HARDWARE DIVISION | 
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Coin ieee Price are Servicing Tyler Equipment — 3 
Defrost Systems Are of Major Importance 
In Obtaining Good Operation of Cases 


By International Register 


CHICAGO—Price reduction on its 
DM-6 coin meter has been announced 
here recently by the International 
Register Co. 

The reduction was made possible 
by the increased demand for the 
firm’s meters, better production 
methods, and new, efficient machin- 
ery, L. E. Carls of the sales depart- 
ment, reported. 

Price schedule of the DM-6 meter 
in quantity lots with single or double 
doors is as follows: 


Single Door Double Door 
Quantity Old New Ola New 
1—5 $13.45 $11.45 $16.75 $14.95 
6—11 12.65 10.65 15.95 14.15 
12—95 12.20 10.20 15.50 138.70 
96 or more 11.95 9.95 15.25 18.45 
Penn Electric Switch Moves 
Boston Office to Newton 
BOSTON — The _ Boston district 


office of the Penn Electric Switch 
Co., has been moved to 313 Wash- 
ington St., Newton 58, Mass., a 
Boston suburb. 

A. W. Barr, Boston district man- 
ager, announces that the new tele- 
phone number is DEcatur 2-9540. 


<)> 
Vv 


assistance. 


Proper installation of commercial refrigeration equipment is 
all-important if successful operation and satisfied customers are 
to be obtained. To guide its distributors and installers in this 
vital phase of their activities, Tyler Fixture Corp. of Niles, Mich., 
has published a Service Manual & Parts Catalog prepared by Art 
Perez, service manager, who credits Foster Brandon with invaluable 


While much of this relates directly to Tyler equipment, includ- 
ing HARDERfreez freezers, there is considerable basic and general 
information that will be helpful to anyone in the business. 
with Tyler’s permission the News is publishing excerpts from the 
manual, this being the third instalment. 


So 


DEFROST SYSTEMS 


The defrost system employed on 
any installation is of major import- 
ance to the operation of the installa- 
tion. Without complete defrosting of 
the coil on every defrost cycle, pro- 
per refrigeration cannot result. It 
is, therefore, a major item to con- 
sider in any installation where the 


normal pressure defrost cycle cah- 
not be employed. 


CHOOSING A DEFROST SYSTEM 


There are a number of different 
types of defrost systems on the mar- 
ket which can be applied to the open 
(normal temperature) type of equip- 
ment. Among these, the most im- 


Instantaneous 


Draught Beer Cooler 
igerated faucets 


draft and 
bottle beverage 
coolers 


IDEAL cooter corPorAtion 
2953 EASTON AVE., ST. LOUIS 6, MO. 


SEND THIS ISSUE 
TO YOUR FRIENDS 
IN THE INDUSTRY 


| 
| 
| 
| 
| 
| .... Without Charge. 
| a NEWS service 
| 
| 


j AIR CONDITIONING & 
{ REFRIGERATION NEWS 


| 450 W. Fort St. 
| Detroit 26, Mich. 
Please send a free sample copy of 


this News issue to the following 
persons with my compliments. 
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HOOK-UP SHOWING WIRING OF 
DEFROST & FAN CIRCUIT 
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WHITE ROGERS TIMER & 
TING kas THEAMOSTAT WLUSTRATED 
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HOOK-UP SHOWING ae oF 
COMPRESSOR MOTOR CIRCUIT 


PRESSURE SwitcH To BE 
—VSEO FOR OaoTectiOn ONLY 


NOTE: COTTE LINES 
INDICATE INTERNAL 
TIMER 


YUNCTION Box aT i 
BACK OF CASE 


This self-contained defrost system for Tyler remote-type open frozen food 


from electrical heater element in 
“Freon-12.” 


cases consists of a secondary “Freon-12” circuit to provide heat transfer 


reservoir charged with 3% Ibs. of 


Heater boils refrigerant to defrost coil. 


You save hours of valuable construc- 
tion time and build extra efficiency 
into refrigeration equipment, by using 
prefabricated Kold-Hold Liners. These 
Liners quickly slip into place to pro- 
vide adequate refrigeration for the 
sharp freezing, cooling and holding of 
all types of foods and perishable prod- 
ucts. The inner surface is smooth and 
sanitary — no other linings required. 


There are no refrigeration joints to 
become damaged with the complete 


Agta tls ANY Rig meee ON hte ee 


Your Construction Methods 
with Engineered KOLD-HOLD Liners 


without interfering with the Serpen- 
tine principle of refrigerant flow. 
Therefore, they retain all the advan- 
tages and proven dependability of 
Serpentine construction. 


Kold-Hold Prefabricated Units save 
time and money for the manufacturer, 
service engineer and user. They in- 
crease efficiency and reduce the cost of 
both domestic and commercial refrig- 


eration equipment. They simplify con- — 


version of obsolete equipment to meet 
today’s standards of efficiency and de- 
pendability. 


See your service engineer or write us for details. 
Immediate delivery from jobbers’ stock in principal cities. 


// 
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cabinet liner. Liners are fabricated 
from Serpentine Plate Evaporators 
i 
= x 
=™ wliel 
A A 
A z 
KOLD-HOLD 
| 
| 
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Protects every step of the way az» 


| Comet 
| KOLD-HOLD MANUFACTURING CO., 500 E. Hazel St., Lansing 4, Mich. 


Self-Contained Defrost for Open Frozen Food Case 
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Secondary circuit for defrosting as 


employed on Tyler SF and SSF open 
frozen food cases also uses the electrical heater element controlled by a 
timer which turns the fans off during the defrost period. 


portant and the most common are 
the timer defrost, hot gas defrost, 
and timer defrost with pressure reset. 

On most applications of open 
normal temperature equipment, timer 
defrost or timer defrost with pres- 
sure reset will adequately take care 
of defrosting, However, it must be 
remembered that with these systems, 
as with all other systems, that with 
a timer the off-cycles or defrost 
cycles must be set for an adequate 
length of time to allow complete de- 
frosting of the coil on every cycle. 
Likewise with the timer defrost pres- 
sure reset, the resetting pressure 
must be high enough so that com- 
plete defrosting will be permitted 
on every defrost cycle. 

In installations where during the 
wintertime lower than normal tem- 


peratures are encountered in the 
store (50° or below) it is likely that 
problems will be encountered. Under 
those conditions the defrost cycle 
must be set long enough to dissipate 
the accumulation of frost. 


DEFROST SYSTEM FOR 
LOW-TEMPERATURE 
EQUIPMENT 


The defrost systems for low tem- 
perature equipment are generally pro- 
vided complete with the new cases. 
Instructions for installing these sys- 
tems and for setting them are in- 
cluded with the specific case instruc- 
tions. These instructions should be 
read over completely and complied 
with so that difficulties with the sys- 


(Continued on next page) 


Defrost Hookup for Open Meat Case 


ELECTRICAL SUPPLY TO DEFROST 
SYSTEM IS Vv GOCYCLESONLY. 
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HOOK UD WHEN PARAGON TIMER MODEL 300M 
S$ USEO 


June y ba Lot ar CASE 
“ENT Tr Ll ag 
SOuNT tO. aev 

FROM Rue 


(RE 


CLOCK MOTOR 
230 Vv ONLY 


CONDENSING 
UNIT MOTOR 
MOTE TIMER NSTALLATIONS ONLY) 


Upper diagram shows hookup on Tyler open meat case models PO, RO, 

and SO using Paragon timer remotely located. At lower right is compressor 

motor circuit wiring with White-Rodgers timer. Lower left shows defrost 
system wiring with White-Rodgers timer. 
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ELECTRICAL SUPPLY TO 
CONDENSING UNIT MOTOR 


SRESSURE Switcu USED 
FOR PROTECTION ONLY 


JUNCTION 
BON AT CASE 


CONDENSING 
UNIT MOTOR 


OWN 
Sv c.OcK MOTOR 


This is the compressor motor 

circuit wiring when timer is - 

mounted in fixture, as used by 

Tyler on the open meat cases 
listed above. 
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WE WILL BUY! 


SURPLUS REFRIGERATION UNITS 


BELT-DRIVEN OR HERMETICS 
1/6 H.P. to 10 H.P. 


ANY QUANTITIES « MUST BE NEW 
Write, Phone Or Call For ee 
IMMEDIATE ACTION ~~ 


TRACO Industrial Corp. 


455 W. 19 St., N. Y. 19, WAtkins 4-4302 
(Send for Traco’s complete list. 


of sensational bargains) 


Send your shaft problems to us! 


5354 S. Kirkwood Avenue 


For more than 20 years we have 
been making precision shafts of all types for air conditioning and 
refrigeration compressors. We offer you the experience, the skill and 
the facilities to produce exactly the kind of shaft you need. Send 


blueprints for quotations on any type of shaft you may need. 


MODERN MACHINE WORKS, INC. 


Cudahy, Wisconsin 
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Tyler Charts Simplify Sizing of Suction Lines 
(Use for Medium Back Pressure with ‘Freon-12’) 
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LENGTH OF RUN = FT. 

These charts are included in Tyler Fixture Corp.’s new service manual to simplify the sizing of suction lines, 
which is of utmost importance in any installation but especially with open cases. To use the chart start with 
the length of run and find where it intersects with the total load in B.t.u./hr. on left side of chart. Select the 
size of suction line from the nearest diagonal line. Example above shows that with a 70-ft. run in a medium 

back pressure “Freon-12” system where the load is 6,000 B.t.u., a %%-in. suction line should be used. 


(Use for Low Back Pressure with ‘Freon-12') 
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LENGTH OF RUN - FT. 


This chart is similar to the one above but it has been scaled for use with “Freon-12” systems operating at low 
back pressure. The example illustrated shows for a 70-ft. suction line run and a load of 3,000 B.t.u./hr., 


the recommended suction line size is % in. 
ls 


Electrical Center Opened 
In Tuscumbia, Ala. 


and other electrical appliances will 
be featured by the new Electrical 
Center, which has opened here. 

The firm is headed by James E. 
Stiles of Sheffield, Ala., president. 
Robert S. Stiles is vice president; 
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(In Frost-Tite flare nuts, forged frost- ) 


..-ONE OF 62 DIFFERENT | 


BALLY MODELS and SIZES r relief slots provide relief for expanding 
a ice within the nut, and thus no force is 
. yp re gi i created to cause loosening, splitting, or 
rf * iy YY ‘ . cracking. Cost no more than ordinary 
; EB i ? <| flare nuts—are ideal for use anywhere 
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Defrost Systems Used by Tyler-- 


(Continued from preceding page) 


tem will not result. 

Regardless of the type of system 
used, whether applied to normal 
temperature or low temperature 
equipment it cannot be overstressed 
that the coil must be completely 
cleared of frost on every defrost 
cycle. 

Once ice or frost begins’ to 
accumulate gradually from one de- 
frost cycle to the next it is virtually 
impossible for the defrost system 
employed to clear the coil of frost. 

When frost or ice commences to 
accumulate it is then necessary to 
completely manually defrost the coil 
and make adjustments to the system 
(as necessary) in order to alleviate 
the original difficulty. The main 
thing to remember is that should 
frost or ice accumulate that it is ab- 
solutely necessary that such accu- 
mulation be completely cleared be- 
fore any corrections can be effective. 

When the hot gas type of defrost 
system is employed it is not con- 
sidered advisable to connect more 
than two cases to one compressor. 
With more cases on one machine 
equal distribution of hot gas (dur- 
ing defrost) is ‘almost impossible 
to obtain. Thus, defrosting trouble 
might be experienced on one or more 
cases in that installation. 


SUCTION LINE SIZES 


Of utmost importance to any in- 
stallation (particularly open type of 
equipment) is the size of the suc- 
tion line. Suction lines must be ade- 
quately sized in order to minimize 
the pressure drop in the system be- 
tween the cooling coil and the com- 
pressor. 


Fully Cooled Office Bldg. 
On the Way for Tampa 


TAMPA, Fla.—Plans are underway 
for remodeling of the Knight and 
Wall Building, a familiar landmark 
in downtown Tampa. 

The renovation program, which 
will make Knight and Wall the city’s 
first all air conditioned office build- 
ing, was announced by Jay Hearin, 
Tampa 
charge of management of the build- 
ing. 

The remodeling program is sched- 
uled for completion in September, 
it was stated. 


It is a well known fact among 
refrigerating people that the lower 
the back pressure at which a ma- 
chine operates the less capacity the 
machine will have. It also follows 
that the lower the back pressure the 
less efficient the machine will be. 
Particularly with long runs of tub- 
ing, as much as five to 10 lbs. pres- 
sure drop can result if the line is 
not adequately sized. 

In choosing suction line sizes use 
the chart provided. 


(To Be Continued) 


realtor whose firm is in. 


Send for FREE CATALOG on Your Letterhead 


SERVICE PARTS CO. 


MAIN OFFICE * 2511 LAKE ST., MELROSE PARK, ILL. 
BRANCH STORE * 724 BROADWAY, ROCKFORD, ILL. 


(toox!... Paragon 


DEFROSTING TIME SWITCHES 
NOW AT LOWEST NET PRICES! 


series 300-M 


00 


\_ ONLY | Tiist 


FOR ALL TYPES OF 
COMMERCIAL REFRIG- 
ERATOR DEFROSTING: 
Electric Heat ® Hot Gas 
or Compression Shutdown 
for UNIT COOLERS © FROZEN FOOD 
DISPLAY CABINETS ® REACH-IN 
CABINETS ® WALK-IN BOXES © LOCKER 
PLANTS © FUR STORAGE VAULTS 


See your jobber or write for free 
bulletins and installation data. 


(Paragonececteic COMPANY 


1687 12th STREET © TWO RIVERS, WIS. 


America's Foremost exclusive 
manufacturer of Time Con- 
trol Switches for all uses, F 
including ‘‘de-frost-it’ for 
domestic refrigerators, only 
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TUSCUMBIA, Ala.—Refrigerators 


FAST... ACCURATE 


DIAGNOSIS 


= OFA 


SERVICE 
PROBLEM 


MUELLER 
BRASS CO. 
“SEEING EYE” 
LIQUID INDICATORS 
TELL AT A GLANCE 
WHETHER OR NOT 
THE SYSTEM IS 
SHORT OF 
REFRIGERANT 


refrigerant. 


service. 


Packaged in individual 
cartons to protect your 
investment. 


BUBBLES INDICATE 
LIQUID SHORTAGE 


ORDER A SUPPLY TODAY FROM YOUR REFRIGERATION WHOLESALER 


MUELLER BRASS CO. 


PORT HURON, 


MICHIGAN 


NO NEED TO GUESS! with the new, improved Mueller 
Brass Co. Liquid Indicators you can save valuable time 
in diagnosing a service problem. 

By simply removing the bross protecting cap, and look- 
ing through the clear, clean sight glass, you can tell 
at a glance whether or not the system is short of 


The rugged, forged brass body is permanently leak- 
proof and is designed for years of safe, dependable 


Available in male or female flare and O.D. solder 
types in a wide range of sizes. 


DOUBLE PORT 


Ga. PORT INDICATOR 


INDICATOR 


FOR MINIMUM LIGHT 


-“"*-.-- = = 


MUELLER 
BRASS CO. 
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What's New 


KEY NO. P-911 


MIAMI BEACH, Fla.—Koolerkoil 
Corp. here has developed a device 
designed to provide the user with a 
continuous supply of cold, running 
drinking water from a household re- 
frigerator without opening the re- 
frigerator door. 

Called ‘‘Koolerkoil,”’ the device con- 
sists of a compact layer of hollow 
metal tubing that clamps on the 
wire shelf of any refrigerator— 
electric, ice, or gas. Four clamps at- 
tach Koolerkoil to the refrigerator 
shelf. 

One end of the tubing is connected 
to the city water supply. The other 
end connects to a nickel-plated, push- 
button faucet attached to the outside 
of the refrigerator. 

Space between the tubes is said to 
allow necessary air circulation. The 


Ke BoB 


ABOVE: Hollow metal tubing fits 

under shelving. LEFT ABOVE: 

Drink is dispensed without open- 
ing door. 


cooling element is made of aluminum 
and brass fittings and described as 
rustproof, according to the manu- 
facturer. 

The company claims that’ the 
“simple” arrangement is easily in- 
stalled. It is guaranteed by the com- 
pany for one year. 

Among advantages listed _ for 
Koolerkoil—in addition to the con- 
venience of having a plentiful supply 
of cool drinking water at the press 
of a button—are that it saves on 
fuel bills because the refrigerator 
door doesn’t have to be opened, that 
it eliminates keeping bottles filled 
and removing ice cubes, and in addi- 
tion it releases valuable refrigerator 
space. 


Lio ri * 

Every day, in every part of the world, 
more and more fountain dealers are— 
turning to Everfrost for , profit-making, 
easy to sell fountain equipment. 
There is just ONE reason — with 
Everfrost you can offer your cus- 
tomers more for their fountain 


dollar. 


The Everfrost line includes a 
complete range (14 models) of 
self-contained fountains and 

luncheonette equipment. With 
Everfrost you can supply exactly 
f in- 


the right unit tor-every "He 


stallation. 


These outstanding features, found 
on all Everfrost fountains, will 


make more sales, more prot for you: . 


ey 
Simplified plumbing si 
No messy water bath — 

_ All-dry refrigeration 

 Everfrost Safety Pump 


Be Low Installation Cost 


——- Everfrost self-con- 
tained pre-cooled — 
eo ae 


8701 South Mettler Street - 


Investigate the Everfrost line — 
write for the 


Los Angeles 3, Calif. 


Refrigeration Units 
WANTED 


Desire to purchase 4% to 1-HP Sealed or open type; 


standard brands; Complete condensing units; Also parts; 
Give full details. 
HARWOODE EXPORT CO. 
31 E. 4 Street, New York 3, N. Y. 
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Buffet Food Server Has 
3 Separate Compartments 


KEY NO. P-912 
NEW YORK CITY—An electric, 


three-compartment, buffet food 
server in polished copper or chrome 
finish has been introduced by the 
Maxwell-Phillip Co., Inc. 

The buffet server contains three 
heat resistant glass vessels, each of 
over a quart capacity. The a.c.-d.c. 
immersion unit is controlled at 200° 
F. It is supplied with a removable 
electric cord and plug. Over-all size 
is approximately 19 by 11 in. 

Other features are reed wrapped 


solid brass handles, and heat resistant 


feet. 
$74. 


Venco Tailgate Loader 
Saves Time and Labor 


Retail price is approximately 


KEY NO. P-913 


LOS ANGELES—Venco, the tail- 
gate loader for %, %, and 1-ton 
pickup trucks, has been designed to 
save time and labor and to provide 
against damage to merchandise and 
injury to personnel, states its manu- 
facturer, Ven Corp. 

The Venco tailgate loader has a 
load capacity of 600 Ibs., loaded and 
raised by one man with nine easy 
turns of a removable crank. All 
Venco movable parts run on ball 
bearings and two strands of heavy 
roller chains that support the load 
have a breaking strength of 3,600 
Ibs. apiece. 

The model 25 loader has a platform 
28 x 48 in., and the load is held at 
any position with a rachet. Venco 
closes flush to the truck and thus 
does not interrupt truck body styling. 


Ice Cream Can Holder 
Aids Dipping Operation 


KEY NO. P-914——— 


MINNEAPOLIS — “Can-Tite,” a 
device to keep cans from slipping or 
turning around in an ice cream cabi- 
net while ice cream is being dipped, 
is being marketed by Ideal Sales 
Co. The device, which “locks” ice 
cream cans firmly into place, is said 
to provide advantages to the ice 
cream retailer in that it permits him 


| to roll the ice cream into the dipper 
| with 


circular strokes, eliminating 
downward dipping which compresses 
air out of ice cream. 

“Can-Tite” will also speed up serv- 
ice by enabling fountain personnel to 
dip correctly with one hand, it is 
stated, and enables the user to dip 
the last scoop from the can. 

Retail price of the device is $6.95 
f.o.b. factory. 


Filtrine Water Cooler System Can Supply 3 Floors 


KEY NO. P-915——— 


BROOKLYN—A single, wall 
mounted water cooler that supplies 
crystal clear, chlorine-free water to 
three locations on separate floors is 
now being produced by Filtrine Mfg. 
Co. here, for use in restaurants, 
schools, department stores, and other 
applications where heavy-duty serv- 
ice and consistent water temperature 
are desired. 

Designed for space-saving installa- 
tion in serving pantry, service closet, 
or any overhead position, this new 
Filtrine Filter-Cooler can supply two 
remote bubblers or glass fillers adja- 
cent to the unit and two on each of 
the floors above and below, providing 
ample chilled water for quick-succes- 
sion drinking at every outlet during 
peak and normal periods. 

Built in a capacity range of from 
8 to 53 g.p.h., this new model series 
features the exclusive Filtrine super- 
storage which augments actual chill- 
ed water output to almost double the 
g.p.h. rating during peak demand 
periods and which serves further to 
reduce refrigeration horsepower re- 
quirements and maintenance, the 
company said. 

The unit is available with high and 
low cut-out switch and all approved 
automatic controls to maintain 45° 
uniformity of water with minimum 
power consumption. 

Storage cooler and evaporator are 
contained in a rustproofed, furniture 
steel cabinet finished in gunmetal 
grey, insulated on all sides with 2 in. 


+to fountain on floor above 
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of pure corkboard and finely re- 
granulated cork sealed with hydro- 
lene. 

The machine compartment houses 
any make refrigerating machine and 
has removable, perforated panels for 
service convenience. Heavy rein- 
forced angle iron brackets are pro- 
vided for wall mounting. 

Chlorine-free taste and _ crystal 
clarity of water are assured at all 
outlets by a “Taste-Master” Filter- 
Dechlorinator. The Taste-Master re- 
moves all rust particles that cause 
discoloration as well as dirt and sedi- 
ment. By means of a chloricide core, 
it eliminates tastes and odors includ- 
ing those of chlorine. 

Nationally distributed and serviced, 
the new unit is now available for 
immediate delivery. 


‘Tous-Tite’ Trims Bread 


KEY NO. P-916———— 


CINCINNATI — Something  differ- 
ent in the way of sandwiches can be 
turned out on the commercial elec- 
tric Toas-Tite sandwich grill recently 
introduced by Bar-B-Buns, Inc. 

The unit, which also makes 
“pudgy-pies,” automatically trims 
crust off the bread and seals the 
edges while toasting a sandwich. A 
drip-proof sandwich can thus be pro- 
duced in one minute on the grill 
when the sandwich ingredients are 
at room temperature and in two 
minutes when they have been re- 
frigerated. 

Called the electric model E-TT-10A, 
the grill is equipped with two 400- 
watt chromolox sealed-in heating 
units. A Haydon or Telechron syn- 
chronous motor flashes a dial light 
upon completion of each time 
cycle. 

This serves to warn the operator 
when baking time is complete and 
insures uniform results. The syn- 
chronous motor operates during each 
time cycle only. 

The thermoswitch maintains pro- 
per baking temperature at minimum 
operating cost by keeping the current 
on only one fifth of the operating 
time, according to information from 


Before Grilling Sandwich 


the manufacturer. 

The body of the grill is of alumi- 
num casting while the removable 
crumb tray, handle, and time selec- 
tor knob are made of moulded plas- 
tic. 

Each grill weighs 13 to 14 lbs. and 
measures 9% in. wide, 8% in. long, 
and 10 in. high (15 in. when open). 

A one-year guarantee is provided 
by the company. 

The Toas-Tite units are distributed 
by Toas-Tite Products of Cincinnati, 
Chicago, and New York, and D. E. 
Sanford Co. in Los Angeles, San 
Francisco, and Seattle. 
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Evaporative 
Condensers 


708 TROUBLE FREE SERVICE © 


2 T0 10 TON CAPACITY 


WRITE FOR CATALOG R-162-B 


KRAMER TRENTON CO. Preston 5, WV. 7. 


College Level “Jraining Offered Tu 
Al. 
avreoven 


Fall term classes 
starting September 12 
now forming. 


AIR CONDITIONING 
HEATING * 
* SHEET METAL LAYOUT 
* HEAT PUMP ENGINEERING 


Practice and Theory e 


REFRIGERATION 


Basic and Advanced 


MAIL COUPON 


we no obligation send full details. 


TODAY FOR 


FREE 


CATALOG be Age—__; 


4258 Woodward 


DETROIT AIR CONDITIONING INSTITUTE 


Masse 


Detroit, Michigan 
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What's New (Con’) 


‘Soundzorber’ Designed 
For Piping Systems 


KEY NO. P-917 


NEW YORK CITY—Finn & Co. 
‘ere announces the production of a 
ew noise and vibration absorber 
init, the ‘‘Soundzorber,” for installa- 
‘ion in pipe lines. 

The Soundzorber is a specially con- 
structed rubber pipe used as a flexi- 
ble connection between the pump and 
the pipe line. It is designed for use 
in water pumps, water systems, boiler 
systems, air conditioning systems, 
wherever liquids are being pumped 
and pipe line flexibility is required. 

Standard flanges on each end of 
the pipe are imbedded in the rubber. 
It is simple and easy to install, just 
bolt on to flange of the machine. No 
gaskets are necessary. There is no 
metal-to-metal contact between the 
pump and piping system. 

It is designed for working pres- 
sures up to 250 p.s.i., with a 5-to-1 
safety factor, and is available for 
pipes from 1% to 14 in. in diameter. 
It will withstand temperatures up to 
250° F. 


Margo Filter Fan Traps 
Kitchen Greases, Odors 


KEY NO. P-918—— 


LOS ANGELES—To actually trap 
and eliminate home kitchens’ greasy 
vapors, smoke, and cooking odors 
rather than merely shuttle the grease 
into ducts and onto the roof, Marvin 
Mfg. Co., here, is now introducing 
the Margo ‘“Filter-Fan’’ for resi- 
dences and apartments. 


The unit utilizes principles and 
equipment already proven effective in 
commercial and railroad dining car 
installations, according to S. L. 
Beber, president of Marvin. It is 
available in four different styles. 

As the name implies, the “Filter- 
Fan” consists of two main units: a 
“life-time” washable filter and a 
centrifugal blower. 

The 145¢-in. by 10%-in. filter is 
claimed to trap grease and dirt be- 
fore they can enter the fan unit. The 
all-metal, removable filter unit is 
cleaned by immersing it in hot, soapy 
water. 

The blower unit has a heavy-duty, 
self-air-cooled electric motor and a 


centrifugal squirrel cage blower 
wheel. 
The 1%0-hp. motor is_ protected 


against grease and dirt by the fan’s 
exclusive filter feature, the company 
said. The motor connects into the 
the usual 110-volt home electric cir- 
cuit (50 or 60 cycles) and is cushion 
mounted to minimize noise and vi- 
bration. 

Motor and fan can be installed 
after plastering is finished. Both are 
quickly removable. 

The ‘“Filter-Fans”’ are guaranteed 
to the original owner for five years. 
They can be installed in both one and 
two-story homes. 


Howard Introduces New 
Double-Duty Wall Case 


= Be Tt 


KEY NO. P-919 


PHILADELPHIA — Howard Re- 
frigerators Co,, Inc. here has intro- 
duced a new double-duty wall display 
case, designed for self-service or 
clerk service. — 

The case is being produced in 
models and sizes for markets, deli- 
catessens, florist shops, and bakeries. 
It comes in 6, 8, 10, and 12-ft. 
lengths. 

Features include welded steel con- 
struction with Bonderized steel pro- 
tected finish, full-length fluorescent 
lighting, conditioned air circulating 
cooling system standard in all mod- 
els, flexible interior shelf arrange- 
ment, porcelain shelves, adjustable 
steel rack, shelving or plate glass 
adjustable shelf, flexible door ar- 
rangement, and all glazed doors or 
top glazed doors and bottom solid 
storage doors or full height plate 
glass roller slide doors. 


SELL THE LINE THEY 


Get a complete line... 


Yates American Machine Co. 
Beloit, Wisconsin 


Gentlemen: 


the Easy Lipman way. Send details. 


get Lipman... includes 
water, air, and combination Refrigeration Units 

. PLUS the finest Air Conditioning Equipment! 
Lipman gives you a full sales kit. . 
meet every sale! Mail coupon today! 


GENERAL REFRIGERATION DIVISION 


I am interested in making money 
selling 0 Air Conditioning. O Refrigeration ... 


oF ee 
REIGRE ccndcdssebasdbuwddtiomscscaussses 


. products to 


Room Coolers Operate 
From Central System 


KEY NO. P-9110——— 


HARRISON, N. J.—Two new one- 
room air conditioners to be attached 
to a central system have been an- 
nounced by Worthington Pump & 
Machinery Corp. The new units, 
known as the RVY series, are being 
manufactured at the Holyoke works 
of the corporation. 

Designed to condition rooms in 
hotels, hospitals, and offices, the units 
are intended for use in _ buildings 
in which each of the rooms must 
be individually controlled by the one 
occupying that space. 

The units are made in two sizes, 
the “300” and the “500.” Range of 
the “300” unit is from 200 to 350 
c.f.m.; for the “500” unit the range 
is from 350 to 600 c.f.m. Each unit 
will contain one small 60 cycle, 
single-phase motor which will oper- 
ate on 115 volts. 

These flexible conditioners may be 
furnished for direct expansion where 
there are only a few units involved 
or for chilled water for large instal- 


mS oe 


lations, it is explained by the manu- 
facturer. 

The chilled water cooling coils may 
be converted by a single: switch to 
become heating coils. Direct outside 
air may be taken through a filter or 
high pressure fresh air may be sup- 
plied. The units may be fully auto- 
matic controlled with a thermostat or 
manually controlled. 

The conditioners essentially consist 
of the finned cooling and heating 
coils, a drip pan, a standard casing 
which may be omitted for concealed 
installations, two double width double 
inlet fans, fan motor, filter, and 
insulation. 

Front, top, and piping end panels 
are easily removed and controls are 
in full view of occupant in order to 
prevent unnecessary tampering with 
mechanical parts. The units are 
equipped with quiet operating, double 
width, slow speed, oversized fans. 
For clean coils and minimum mainte- 
nance, 100% of the air is cleaned by 
these conditioners. 


‘Far East’ Consolette’s 
Retail Price Is $425 


KEY NO. P-9111 


COLLEGE POINT, N. Y.—Latest 
addition to the 1951 line of Penguin 
refrigerated furniture made by 
Springer Industries, Inc., here, is 
the “Far East’ consolette liquor 
storage cabinet. 

The manufacturer revealed that the 
double door cabinet done in an 
oriental motif is divided equally be- 
tween a 2.5-cu. ft. refrigerated com- 
partment and a dry storage com- 
partment. 

The refrigerated | section contains 


two aluminum self-releasing ice cube 
trays making a total of 28 ice cubes, 
a glass utility tray used for defrost- 
ing, and a wire shelf. It is insulated 
with Fiberglas and is powered by a 
hermetically sealed, 19-hp. Tecumseh 
unit that carries a one-year guar- 
antee. 

The refrigeration unit operates off 
110 volts, a. c. 

The dry storage compartment, on 
the right hand side of the cabinet, 
contains an adjustable shelf and has 
two glass holder racks on the in- 
side of the door. 

The cabinet itself is available in 
mahogany, walnut, or limed oak. It 
features a matching wood-grained 
Formica top which is said to be re- 
sistant to alcohol, fruit acids, and 
other similar damage. 

Doors to the cabinet are the flush- 
type with brushed-brass hardware 
7 in. in diameter. A padlock is pro- 
vided. 

Carrying a net weight of 120 lbs. 
and a shipping weight of 170 Ibs., 
the cabinet measures 34% in. high, 
32 in. wide, and 18 in. deep. Sug- 
gested retail price is $425, with a 
dealer price of $265. 


STRAWBERRIES 38 TUNA FISH 3B 
on oe SLUEReRRIES 39. caoawe recast 40 


FROZEN FOODS 


COMPACT 10 Cubic Foot Display Case. 
Model DC-10. 55/2” x 28” floor space. 


With or without superstructure. 


LOSSTER 
emigre 


FROZEN FOODS 


ROOMY 22' Cubic Foot Display Case. 
962" x 28” floor space. 


Model DC-23. 
With or without superstructure. 


SMART-LOOKING 16 Cubic Foot Display Case. Model DC- 
16. 76” x 28” floor space. With or without superstructure. 


“lake Our word for @... there'll be plenty of sales 


and profits ahead if you sell the BTC line. For proof, just look 
at these three wonderful new BTC Display Cases! 


Styled for beauty 


- « from the compact 10 cubic 


foot display case to the gleaming 22'2 cubic foot case! And 
they're all built to give your customers years of service—at less 
cost than they ever dreamed possible! 


the compressor unit. 


Get the full facts 


Roomler than Cuet... thanks to BTC's vapor-sealed 


insulation that lets them hold lots more food in lots less space. 
What's more, they have all the famous BTC features — heavy- 
gauge Bonderized steel cabinet, brilliant white baked enamel 
finish, capillary expansion, lateral plate evaporator, plus a five- 
year warranty against food spoilage and defective operation of 


- « on these wonderful new cases 


— write Brewer-Titchener today! 


DISPLAY CASES 
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THE BREWER-TITCHENER CORPORATION, Binghamton, New York 
DETROIT PUBLIC LIBRARY 
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What's New (Cont) 


Re-Styled Water Heater 
Line Shown by Frigidaire 


KEY NO. P-9112 


DAYTON—Frigidaire is introduc- 
ing a broad new line of re-styled 
automatic electric water heaters with 
capacities ranging 
from 30 to 80 gal- 
lons, according to 
H. M. Kelley, the 
factory’s appliance 
sales manager. 

Finished in 
white Dulux with 
escutcheon plates 
of ribbed and 
cross-hatching de- 
sign, 10 separate 

‘ models feature 

: both single and 

i double Radiantube 

“— heating units. Op- 

pe eration is fully 
. automatic. 

Models are set at the factory to 
deliver water at 150° F. However, 
controls are provided to adjust tem- 
peratures from 120° to 180° F. and 
automatic snap-action thermostats 
with silver points keep the water as 
hot as desired. 

Tanks are constructed of heavy- 
gauge steel, maximum pressure 
tested to withstand 300 p.s.i. There 
are 3 in. of spun glass wool insula- 
tion around the tank. Radiantube 
heating units are of sickle design. 
The outside steel shell is rust re- 
sistant. 

A conduit box is located at the rear 
and top of the cabinet. Beneath it is 
the copper-fitted %-in. hot water 
outlet. The cold water inlet is lo- 
cated near the base of the model. 
New models are also equipped with 
a readily accessible over-temperature 
relief valve outlet so that installation 
can be made if required by local 
plumbing codes. 

Optional equipment is a magnesium 
rod which protects the tank against 
rust and corrosion. Suspended di- 
rectly in the water, the magnesium 
rod diverts damaging chemical ac- 
tion of corrosive elements from the 
tank walls. 

Thirty and 40-gallon 


capacity 


table-top automatic electric water 
heaters are also produced. These 
models are styled along the lines of 
the modern base cabinet, including 
the flat table-top and back panel, 
and they will fit into nearly any up- 
to-the-minute kitchen scheme. 

In addition, two types of tops are 
available—either Lifetime porcelain 
or the new Vitalast. The latter is 
formed of a tough, molded composi- 
tion permanently bonded to a’ steel 
base. Vitalast is waterproof, heat- 
proof, resists stains, scratches, mars, 
and scuffs. 

All Frigidaire electric water heat- 
ers are furnished as standard with 
230/240 volt heating units. Units of 
1,500 watts or less may be supplied 
for 115/120 volt service on special 
order. 


Ace Freezing Cabinet Will 
Hold 700 Lbs. of Food 


KEY NO. P-9113——— 


NEW BEDFORD, Mass.—A new 
storage and freezing cabinet that 
will hold 700 lbs. of products has 
been introduced recently by the Ace 
Cabinet Corp. here. 

Called the Model A-20, the unit 
has a stainless steel top broken by 
three stainless steel lids with vapor- 
proofed Panelyte pan. Over the \4- 
hp. air cooled, hermetically sealed 
condensing unit is the freezing sec- 
tion which has three refrigerated 
walls. 

The cabinet has a cold-rolled steel 
shell finished in glossy enamel. It is 
insulated with corkboard and Fiber- 
glas. Outer dimensions are 89% in. 
by 29% in. by 34% in. 


Enifiormation \— 


these items. 


Here is an easy, convenient way for you to get more informa- 
tion on “What’s New” items and on products advertised in 
this issue of Arr Conpiriontnc & REFRIGERATION News. New 
literature and catalogs available to readers can also be obtained 
by using the form below. Your requests for this information 
will be forwarded promptly by the News. 


In requesting additional informa- 
tion on “What's New” and “Cur- 
rent Literature Available” 
please use Key Nos. shown on 


Please send me more information on the items listed: 
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Radiant Baseboard Design 
Affords Increased Heat 


KEY NO. P-9114— 


HARTFORD, Conn.—A new type 
“L” front cover design for Vulcan 
baseboard fin-tube “Radi-vectors” has 
been announced by the Vulcan Radia- 
tor Co. here. 

The type “L,” designed by Ray- 
mond Loewy Associates, features 
simplicity that makes baseboard in- 
stallations less conspicuous and more 
attractive, the manufacturer said. 

The acute angle of the new multi- 


ple perforation (round) outlet screens 4 


the Radi-vector core yet does not 
interrupt the flow of convection heat. 
This heat combines with radiant 
heat from the solid front to give 
even temperature from floor to ceil- 
ing. 

Type “L” is interchangeable with 
covers on existing installations and 
can be painted to match any color 
scheme. Made of 18-gauge cold- 
rolled steel, type “L” is furnished in 
any desired length in increments of 
1 in. up to 8 ft. 

The covers are available through 
regular Vulcan distributors. 


Heat Control Anticipates 
Changes, Saves on Fuel 


KEY NO. P-9115——— 


AKRON, Ohio—A packaged tem- 
perature control unit described as 
“adaptable to any type heating sys- 
tem and easily installed by mainten- 
ance personnel” 
by Master Control Co., 
chester Rd. here. 

The unit—called_ the 


tronic device which anticipates set- 
points in temperatures and provides 
a shut-off before a specified point 
is attained. This is said to effect a 
saving of fuel of 20% or more. 

In buildings, Master Control auto- 
matically supervises heating opera- 
tions, eliminating work normally re- 
quiring operating personnel, and 
maintaining uniform temperature, ac- 
cording to the manufacturer. 


In industries where precise tem- | 


perature and pressure control are 
essential, Master Control’s anticipated 
correction feature “provides freedom 
from deviation not heretofore attain- 
able,” the company claims. 


Current Kiterature ptvaclable 


To obtain further information on the literature listed below, 
please refer to key number preceding listing. Please use the 
“Information Center” form on “What’s New” page. 


Folder Furnishes Data on 
Air Diffuser Calculations 


KEY NO. L-911 


NEW YORK CITY —A new six- 
page folder giving facts about 
aspirating air diffusers is available 
from Anemostat Corp. of America. 

The folder is illustrated with a 
number of diagrams and gives engi- 
neering data and formulae for calcu- 
lations used in solving air condition- 
ing problems. 


Catalog Shows Functional 
Features of Fountain Units 


KEY NO. L-912 


NEW YORK CITY —A new 16- 
page catalog, illustrated in three 
colors, has been made available. by 
the Phenix Soda Fountain Co. 

The catalog illustrates the com- 
plete line of Phenix creamers, bob- 


tails, luncheonette equipment, sink 
sections plus the popular bantam. 
Complete specifications and dimen- 
sions for each unit are clearly indi- 
cated. Copy calls attention to con- 
struction, operating features, and 
functional designs. 


Book Tells How To Fight 
Various Types of Fires 
KEY NO. L-913——— 


CHICAGO—A “Fire Hazard Index” 
which lists more than 590 chemical, 
gas, and common fire hazard ma- 
terials and the type of fire-fighting 
agent to use on each, has been pub- 
lished by Randolph Laboratories, Inc. 

The fire fighting agents listed are 
those recommended by the Board of 
Fire underwriters and the National 
Fire Protection Association. 

The pocket-size, 36-page book also 
contains basic facts about the prin- 
ciples of fire fighting. 
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EFFICIENGIS 


PIE PLATE BLOWER UNIT 


: ~ CAPACITY DIMENSIONS _~ WEIGHT Furnished w/ fan guard 
5 FS : 85 BYU/Hr/1° 6%" 0 x 8%,” W List Price $44.50— 
7 @bEL wer 82V oe. . x 9,” H 7'/e# net Freight Allowed ° 
: ‘* Furnished w/ fan guard 
|FP7MODEL NO. esy | 1! OTU/He/! aS 5B 9# net List Price $54.00— 
: ome 2 Freight Allowed 
. ° Furnished w/ fan guard 
*MODEL NO. 103V 135 cig ‘tide bade hea w 11 %4F net “List Price $65.00— 
: ee Freight Allowed 


Boosters. 


Write for Details. 


PEERLESS of AMERICA, Inc. 


CHICAGO 22, ILLINOIS 


1501 N. MAGNOLIA STREET 


SOLD THROUGH LEADING 
REFRIGERATION SUPPLY WHOLESALERS 
® For superior performance specify all 
these PEERLESS products: Flash Plates, 
Flash Coolers, Dome and Unit Coolers, 
ice Cube Makers, Fin Coils, Off Center 
Coils, Expansion Valves and Capacity 


PEERLESS of AMERICA, Inc. 
1501 N. Magnolia Street 
Chicago 22, Illinois 


Send for full information on 


Peerless Pie Plate Blower Unit. 


Company N: 
. Addr 


TEMPERATURE JUST RIGHT! 


— with a Ranco Milk Cooler Replacement 


complete the job easier, faster . . 
readjustments. You can depend upon Ranco for accuracy and trouble- 
free performance. See your Ranco wholesaler for a complete line of 
replacements. Save shopping around! 


Replace it right with a Ranco Milk Cooler Control and you 


. eliminate costly call-backs and 


LARGEST MANUFACTURERS OF REFRIGERATION CONTROLS 
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Cooling Store Sales Space: 


By R. G. Griffin, Worthington Pump & Machinery Corp. 


without ductwork were 
All units were installed 


HARDLY NOTICEABLE: In the shoe department four units 


inconspicuously placed so that only the plenums are visible. 
during regular business hours. 


COMPACT: Two of the units were neatly placed in the limited t of d space 
in the basement luncheonette. Six other units were installed in the basement of 
the department store. 


RESOURCEFUL: Yes, floor space was limited on the first floor so the units were installed 
on display counters. These units were installed to cool the central portion of the store's 
first floor area. 


LARGE-SCALE: Five air conditioning units in all are installed inconspicuously around the 
wall space on the balcony of Adam, Meldrum & Anderson Co. department store, 
which is located in Buffalo. 


4 


é 
Ww 


NEW “Froop 
COMPARTMENT 
FINISH”... ACID, 
GREASE, CHIP 
RESISTANT. 


WITH THE 


New Upited nicnt FREEZER 


This new all steel 15 cubic foot Freezer features 
scientific placement of cooling coils, more than 
adequate extra heavy insulation, two separate food 
compartments (dual doors) which combine to give 
balanced freezing at minimum cost. Five year war- 
ranty on Hermetically Sealed Freezing unit. ‘ 

For Complete Information Write or Phone 


UNITED REFRIGERATOR COMPANY 
HUDSON, WISCONSIN 


{ 


PANY QUANTITIES *¢ MUST BE NEW 


Air conditioning of the Adam, Mel- 
drum & Anderson Co. department 
store in Buffalo by means of a cen- 
tral refrigeration plant would have 
involved a major operation at con- 
siderable expense. Expansion of this 
fhome-owned, home-operated _ store 
was accomplished over a period of 
83 years by acquiring five adjacent 
buildings. These facilities were ab- 
sorbed and placed in service at mini- 
mum expense. Floor levels varied 
and existing utilities were used as 
far as possible. Central refrigeration 
necessitating air ducts was almost 
prohibitive. 

Stuart Brydon, director of mainte- 
nance, made a careful study of the 
cost of a central plant, including 
necessary building alterations and 
changes in existing plumbing and 
wiring facilities. It was evident that 
such an installation could not be 
attempted without removing valuable 
sales space from active use during 
alterations. Then, too, customers 
would be inconvenienced and depart- 
mental organization disrupted. 


USE OF PACKAGED UNITS 
STUDIED 


Alternately, therefore, Brydon 
studied the possibility of using pack- 
aged air conditioners. Required air 
circulation and cooling could be ac- 
complished by a strategic distribution 
of the units. Further study proved 
they could be located so they would 
consume no valuable sales space. 

Also, they could be installed with- * 
out removing any area from active 
use, and without the usual dust, dirt, 


Use of Package Units Minimizes 
Alterations for Dept. Store Job 


two existing air handling units sup- 
plying the Main St. end of the first 
floor, with the 4HF4 condensing unit 
serving these coils. In both the main 
floor and basement the area covered 
is 20,000 sq. ft. 

Due to the variations in the heat 
load in the several departments, each 
unit is individually controlled. The 
units are turned on before the store 
opens, dependent upon weather and 
temperatures in various departments, 
and are allowed to run continuously. 
Sometime after the store closes, when 
the temperature has been brought 


down to the desired level, the units 


are shut off. 


JOB DONE DURING 
STORE HOURS 


The entire installation was made 
by Davis Refrigeration Co., with all 
work being done during normal store 
hours. 

Adam, Meldrum & Anderson's deci- 
sion to use packaged air conditioners 
was prompted by the excessive cost 
of a central system, plus the fact 
that once a central system was 
installed it could not be easily altered. 


On the other hand, any one of the 
25 Worthington units now in use can 
be altered by simply changing one 
power line and two water lines, 
thereby giving an extremely versatile 
and economically adaptable air cool- 
ing system. 

The total cost was less than one 
third that quoted for a central air 
conditioning plant, the store man- 
agement stated. 


Chet Battles Moves To 
New Illinois Location © 


CRYSTAL LAKE, Ill. — J. C. 
(Chet) Battles, manufacturers’ rep- 
resentative, has announced that effec- 
tive Aug. 25 his new address will 
be Warwick Lane, Lakewood, Crystal 
Lake, IIl. F 

For 11 years prior to 1946 Battles 
was associated with Midwest Mfg. 
Co., Galesburg, Ill., pre-war mafu- 
facturer of refrigerator cabinets. 

On Jan. 1, 1946, Battles left Mid- 
west to act as a manufacturers’ rep- 
resentative for a few firms in the 
refrigeration field including United 
Refrigerator Co., which purchased 
Midwest’s commercial refrigeration 
set-up. 

In order to be more centrally lo- 
cated—and to be closer to Chicago, 
Battles and his family moved to 
Crystal Lake from Galesburg where 
they have resided since 1936. 


Air Conditioning Work Started 
At Textile Plant In Greenville 


GREENVILLE, S. C.—<According 
to announcement by President of 
Charles A. Gibson, air conditioning 
of the F. W. Poe Mfg. Co.'s plant is 
in progress and will be completed 
some time in October. 

Gibson said the project includes 
the bricking up of windows, the con- 
struction of apparatus’ cooling 
towers, and the installation of an 
air conditioning system. 

“The air conditioning will affect - 
the spinning, spooling, warping, 
slashing, weaving, and cloth rooms,” 
he added. 


and inconvenience common to major 
alterations. Departments would not 
be disorganized, customers would not 
be routed around piles of debris and 
building materials, and the installa- 
tions could be accomplished quickly. 
The second floor—ladies’ dress, 
coat, millinery, sportswear, fur, 
shoes, and teen-age department—waS 
selected for the initial installation. 
In the early spring of 1949, 10 Worth- 
ington SCY-500 self-contained air 
conditioners were installed. These 
were placed at strategic points on 
the floor; seven of the units were 
partially concealed, while three are 
openly exposed, but do not detract 
from the appearance of the floor. 


SERVICE NOT IMPAIRED 


In the shoe department four units 
were inconspicuously placed. No 
ducts were required and by clever 
use of fitting rooms and display racks 
only the plenums are visible on these 
units. All units were installed during 
regular store hours without impair- 
ing service to customers. 

Serving an area of approximately 
135 x 164, or 22,140 sq. ft., the units 
were used for the full summer and 
early fall of 1949. The results were 
exceptionally good. Customers were 
more satisfied and quickly acknowl- 
edged the change in the coolness of 
the floor and the added comfort given 
them in their shopping. The em- 
ployes, too, were very happy and to 
quote Brydon, “We are extremely 
well satisfied because of the low cost 
of the equipment.” 


AIR CONDITIONING EXTENDED 


Encouraged by customer reaction 
to the cool second floor, A.M.&A.’s 
in January, 1950, decided to improve 
conditions in the basement store and 
first floor. They extended the air 
cooling to these two locations, and 
installation of 11 Worthington SCY- 
352 packaged air conditioners, four 
Worthington SCY-552 packaged air 
conditioners, and one Worthington 
4HF4 “Freon” condensing unit has 
just been completed. 

Five units were installed on the 
balcony to serve the Pearl St. end 
of the store, and three units, which 
were set on display counters, serve 


the central part of the floor. 
The basement is served by eight | 
units effectively located. Two of 
these units cool the luncheonette. | 
Cooling coils have been installed in | 


WE WILL BUY! 
EXPANSION VALVES 
SOLENOID VALVES, ALL TYPES 
REF. FITTINGS and PARTS 


Write, Phone Or Call For 
IMMEDIATE ACTION ~~ 


TRACO Industrial Corp. 


(Send for Traco’s complete list 


of sensational bargains) 


# 


PAT. NO. 2,297,928 


GOVERNAIR 


COMPLETELY PACKAGED 
AIR CONDITIONER 


Save water! Save space! Save installation time and money! 
Save operating costs! Yes, install Governair and save from 
$50 to $200 for each ton of the completely packaged 
Governair unit designed to fit your needs! 


Experience proves Governair can save you up to $5,000 
on a 50-ton Governair unit that gives greater dependability 
and more “engineered efficiency” than ever before! 


If you want the best—if you want the most economical 
and reliable air-conditioning unit on the market ... CHOOSE 


GOVERNAIR and SAVE! 


EVAPORATIVE 
CONDENSERS 


BLAST COILS FOR 


UNIT 
COOLERS HEATING & COOLING 
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ANY QUANTITIES * MUST BE NEW 


TRACO Industrial Corp. 
455 W. 19 St., N.Y. 19, WAtkins 4-4302 
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Get Out of Trouble 
Stay Out of Trouble / 


wery (CE MAKER 


every 
a Filtrine 
“‘Taste-Master’’ 


Demineralizer 
FILTRINE MFG. CO.eBROOKLYN SeN.Y. | 


“KNOW HOW” 

MAKE CTI GRADUATES THE 
MEN FOR THE BETTER JOBS 
PRACTICAL SHOP TRAINING IN 
AIR CONDITIONING — REFRIGERATION 
FROZEN FOODS LOCKERS 
ELECTRICITY MAJOR APPLIANCES 
SERVICE, MAINTENANCE & INSTALLATION 
Use CTI Placement Service or write for 
Enrollment Details 
COMMERCIAL TRADES 

INSTITUTE 
200 SOUTH 20TH ST., BIRMINGHAM, 
MEMBER: 
Southern Association of Private Trade Schools 
An approved school to TRAIN Veterans 
and Non-Veterans 
Training in the heart of the South... 


WE WILL BUY! 
SURPLUS 
GASOLINE - DRIVEN 
MOTOR GENERATORS 


ALA. 


Write, Phone Or Call For 
IMMEDIATE ACTION | 


(Send for Traco’s complete list 
of sensational bargains) 


Where a Multiple 


Hookup Is Necessary 


A European reader, whose name 
we shall not disclose as the circum- 
stances might render it inadvisable, 
recently wrote us about a prospec- 
tive installation that presents cer- 
tain problems that may be of in- 
terest to all of our readers. 

The job in question, consists of 
five rooms varying in size from less 
than 300 cu. ft., to almost 900 cu. 
ft. in volume. All rooms are to be 
insulated with 3 in. of corkboard. 
The rooms are to be used for certain 
test purposes, so the user’s specifi- 
cations require fairly close control 
of both temperatures and humidities. 

All are to be held at high humidi- 
ties, that is, within limits of 80% 
to 95% relative humidity. This 
would not be too difficult, but the 
rooms are in four’ temperature 
groups; one room at 28° F. to 35° 
F., one at 39° F. to 46° F., two at 
46° F. to 53° F., and one at 53° F. 
to 60° F. For convenience we shall 
refer to these by their approximate 
average temperatures of 32° F., 
43° F., 48° F., and 57° F. 

The sizes of the rooms were given 
only in cubic meters, and no dimen- 
sions were given, so it was neces- 
sary to estimate the outside area of 
the rooms and consequently the heat 
leakage. Whether or not the rooms 
were built together with some walls 


KEEP IN TOUCH WITH 


This official organ of the British 
Refrigerating Industry incorporates the 
two original British Journals: “Cold 
Storage & Produce Review'’ and “Ice 
& Cold Storage."’ Now in its 52nd 


SUBSCRIPTION, POST FREE 


me nT 


year, “Modern Refrigeration" gives the latest reliable technical and practical information. 


Send for a free specimen copy. 


MODERN REFRIGERATION, Empire House, St. Martin's-le-Grand, 
London, E.C.1, England 


$3.00 A YEAR 


gives you 
extra profits! 


The new PENN Series 325 Time-Pres- 
sure Defroster is simple to sell ... it 
has a quick turnover because every 
refrigeration user of equipment main- 
taining temperatures from 24° F. and 
higher, needs and wants it. 

And here’s why. It varies automati- 
cally the defrost period to satisfy load 
conditions. It eliminates the nuisance 
of seasonal adjustments. It avoids un- 
necessary shut-down time by stopping 
operation only long enough to defrost 
-.. NO LONGER. 

Here’s the way it works... at pre- 
determined intervals a synchronous 
timer stops the compressor. When de- 
frosting is completed, rising back 
pressure again starts the refrigeration 
cycle. 

For pre-packaged meat storage and 
all refrigeration jobs 24° F. and 
higher, sell the Series 325. It's easy 


Interior of Type 325. Note 
Timer dial with adjustment 
knob, slotted screw for 
back pressure adjustment 
and ease of wiring. 


and economical to install. Learn more 
about it...ask your wholesaler or 
write Penn Electric Switch Co., 
Goshen, Indiana. Export Division: 13 
E. 40th Street, New York 16, U.S.A, 
In Canada: Penn Controls, Ltd., 
Toronto, Ont. 


BEE BEER Be Be ee ee 


= 


a Ri, _] | 
AUTOMATIC CONTROLS 


FOR HEATING, REFRIGERATION, AIR CONDITIONING, PUMPS, AIR COMPRESSORS, ENGINES, GAS RANGES 


Refrigeration Problems 


and their Solution 


by Paul Reed 


For Service and Installation Engineers 


in common, would, of course, affect 
the heat leakage. Outside tempera- 
tures were not given either, but it 
so happened that we had visited that 
country several times at different 
seasons of the year and were there- 
fore fairly familiar with winter and 
summer climatic conditions. 

No information was given as to 
the product load—how many pounds 
were involved nor the temperature 
of the product when it was put into 
the rooms. Also, there was no indi- 
cation of how much service or user 
load was to be expected, that is, how 
much running in and out of the 
rooms there would probably be. 

It was necessary, therefore, to 
assume that the products put into 
the rooms were pre-cooled to ap- 
proximately the temperature of the 
room in which they were placed, and 
that the service load would be com- 
parable to that of a walk-in cooler 
in ordinary market service. 

Based on these assumptions, we 
estimated that the total load would 
be 366,000 B.t.u. per 24 hours, 
divided: 76,000 B.t.u. for the 32° F. 
room, 65,000 B.t.u. for the 39° F. 
room, 165,000 B.t.u. (110,000 plus 
' 55,000) for the two 48° F. rooms, 
and 60,000 B.t.u. for the 57° F. 
room. 


ALL ON ONE MACHINE 


The user’s specifications called not 

only for the temperature and hu- 
midity limits, but also required that 
all of these rooms be operated on 
one condensing unit. 
. Nevertheless, we suggested that 
separate condensing units be used 
for each of the rooms. This would 
require a 4-hp. unit for each of the 
39° and 57° rooms and one of the 
48° rooms; and a %-hp. unit for 
the 32° rooms and for the other 48° 
room. 

These condensing units were to be 
of the “medium temperature” type 
with their displacements and motor 
loadings based on a 25° F. evapora- 
tor and a ‘“Freon-12” suction pres- 
sure of about 2412 p.s.i.g. 


WHY SEPARATE MACHINES? 


Separate condensing units for 
each room were recommended be- 
cause of the differences of tempera- 
tures to be maintained, and because 
the user specified definite limits in 


temperature and humidity variation. 


Of the two, it would probably be 
easier to stay within the tempera- 
ture limits specified than the hu- 
midity limits. 

Moreover, any variation 
amount of product placed in the 
rooms and its temperature, would 
have an upsetting effect on any at- 
tempt to use one machine for two 
or more of these rooms. If there 
were very little variation in the 
amount and/or division of the prod- 
uct load between the two 48° rooms 
it would probably be possible to run 
these two rooms on one condensing 
unit, but since the customer speci- 
fied definite maximum and minimum 
temperature and humidity limits, it 
would not be wise to use one ma- 
chine on these two rooms. 


in the 


RULE FOR MULTIPLES 


A good rule to follow in putting 
two or more evaporators on one con- 
densing unit is that this is normally 
feasible if: 


1. The average temperature differ- 
ence of the two evaporators is not 
more than 10° F. 

The low temperature evaporator 
requires not less than one half of 
the total B.t.u. per hour capacity of 
the machine, based on the tempera- 
ture of the low-temperature evapo- 
rator. 

In this instance, there was a differ- 
ence of 21° F. between the lower and 
the higher box temperatures of 32° 
and 53°, and assuming that the 
differences between the box tempera- 
ture and the evaporator temperature 
will be about the same for all of the 
reoms, the difference between the 
evaporator temperatures would be 
about the same as the differences in 
box temperature, that is about 
ys ae 

The temperature differences be- 
tween the evaporator and the air in 
the boxes would have to be kept 
low—very little if any, over 10°, 
in order to maintain the high relative 
humidities demanded by the user’s 
specifications. 

In our opinion, it would be 
decidedly impractical to attempt to 
put all of these rooms on one con- 
densing unit. It is very doubtful if 
it would be practical to put the 32° 


room and the 39° room on one unit, | 


or the 39° and the two 48° 
on one unit, or the two 48° 
and the 57° 


rooms 


binations the difference in tempera- 


tures of the rooms is less than 10°, | 
being 7° in one combination and 9° | 
in each of the other two combina- 


tions. 


Variations in the product load on | 
either room in the combination would | 


upset the balance between the heat 
load, 
condensing unit capacity, and cause 
a variation in the temperatures and 
humidities of both of the rooms on 
the one machine. 

In a market installation, or one 
in which some latitude is permitted 


evaporator, cutting it off from the 
28° to 35° air during defrost. 

If the user objects to the addi- 
tional cost involved in using separate 
machines on this or similar installa- 
tions, he must be reminded that he 
is setting definite limits calling for 
close control of conditions, and for 
that he must pay what is necessary 
for equipment that will adequately 
meet the requirements. 


It is not unusual for a user to 
stipulate certain temperature, hu- 
midity, or other requirements, and 
at the same time attempt to specify 
certain sizes or types of equipment 
that in the opinion of the contractor- 
dealer are inadequate or unsuitable. 
In such an instance, if the contractor- 
dealer is unable to convince the user 
to change the requirements, he is 
far better off to lose the job than 
to lose money on it, in excessive 
service costs incurred in readjusting 
controls and other measures that 
are fore-doomed to failure. More- 
over, by losing the user’s confidence 
and goodwill, he may lose another 
job, because of the bad publicity. 


rooms | 
room on one unit; al- | 
though in each of these three com- | 


evaporator temperature and | 


in box temperature and humidity, | 


some grouping of these rooms might 
be possible, but even then, not all 
five rooms on one machine. With user 
specifications requiring definite limits 
as in this case, it is out of the ques- 
tion to group all or any two or three 
of these rooms on one machine— 
except as above stated, the two 48° 
rooms might be put on one machine 


if the user indicated that he did not | 


expect to vary his loading of either 
of these two rooms appreciably. 


SELECT EVAPORATORS ON 
10° TD 

Even with a separate machine for 
each room, the evaporators will have 
to be chosen with some care to be 
certain that their capacity fully 
equals the capacity of the condens- 
ing unit at a low temperature differ- 
ence, 10° in order to maintain the 
80% to 95% relative humidity de- 
manded by the user’s specifications. 
All of the evaporators of these rooms 
could be kept sufficiently defrosted 
by a self-defrosting cycle, except the 
evaporator in the 32° room. 

To maintain a temperature in the 
room from 28° to 35° would require 
some form of external heat to the 


evaporator other than the 28° to | 


35° air in the room. Hot gas, water, 
or electric defrost could be used, 
with the proper baffling of the 


Serving THE REFRIGERATION 
INDUSTRY Since 1919 


Specify Acme 
For Top Performance 


FREON SHELL AND TUBE CONDENSERS 
DRY-EX WATER CHILLERS 
HI-PEAK WATER COOLERS 

FREON SHELL AND COIL CONDENSERS 

HEAT EXCHANGERS OIL SEPARATORS 

INDUCED DRAFT COOLING TOWERS * 

EVAPORATIVE CONDENSERS 
LIQUID RECEIVERS 
BLO-COLD INDUSTRIAL UNIT COOLERS 

PIPE AND FIN COILS 
AMMONIA CONDENSERS 


*A new Acme product with out- 
standing feotures. Write for 
Cotalog No. 40. 


Write for free 
catoteg on any of 
the above items 


ACME INDUSTRIES Inc. . 
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LINE THAT 
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SUPER-COLD | 


Write for new liberal 
Distributor-dealer 
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SUPER-COLD 
CORP. 


1020 EAST FIFTY -NINTH STREET 


LOS ANGELES 54, CALIFORNIA 
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DRINKMASTER 


252 ICE CUBES—300 COLD (12 OZ.) BOTTLES. 
All within easy reach thru three slide back doors. 


POWERED BY SERVEL SUPERMETIC 
WITH FIVE YEAR WARRANTY. 


DEALER’S NET $337.25 FOB FACTORY. 
4 ft. lg. 27” w. 38” High. Shipping wt. 400 Ibs. 


“A CASE OF COOL JUDGMENT” 


Mfd. by UNITED FRIGUATOR ENGRS. 
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Shelves Recessed In Lid of Home Freezer 


jighlight of the eight-model 
‘951 Crosley home and farm 
reezer line is this ‘““Shelvador”’ 
irrangement of recessed shelves 
slong the inner side of the 
freezer lid. It provides space 
for storing 15 standard pack- 
ages of frozen food. Freezer 
shown here is Model SCF-8 


with a capacity of 8.2 cu. ft. 


: on 
ceeserr oe 


’5] Shelvadors Defrost Automatically -- 


(Concluded from Page 1, Column 5) 
ucts at a recent series of private 
distributor showings. 

W. A. Blees, vice president of 
Avco Mfg. Corp. and general sales 
manager of its Crosley Div., said 
distributor orders following the con- 
vention reached an “unprecedented” 
total of more than $68 million, 
highest in Crosley’s history, for ship- 
ment during August, September, and 
October. 

This volume was three and a half 
times the company’s $19 million 
volume for the same three months 
in 1949, he pointed out. 


RECORD ADVERTISING PROGRAM 


Blees also revealed that a record 
advertising program, totalling more 
than $314 million for the next three 
months, and an intensive sales pro- 
motion program would be launched 
early in September to back up the 
new product lines. 

A feature of the sales promotion 
activities will be a 35-city, coast-to- 
coast series of dealer meetings con- 
ducted by Blees and others of the 
sales staff. 

The automatic defrosting system, 
included in five of the 11 refrigera- 
tors, utilizes a new principle which 
automatically defrosts the freezer 
plates at 24-hour intervals without 
affecting frozen foods, ice cream, or 
even ice cubes, stored in the freezer 
compartment, the company said. 

“The defrost water drains rapidly 
onto a_ sloping aluminum baffle, 
which is warmed during the defrost 
cycle to prevent the accumulation of 
ice or frost and assure complete 
drain-off,” it was explained. 

“The water then runs through a 
specially designed tube to a pan in 
the compressor compartment, at the 
bottom of the refrigerator, where it 
is evaporated by slight heat from 
the compressor and normal air cir- 
culation. The evaporator pan never 
needs to be removed or emptied.” 


HEATING ELEMENTS UTILIZED 


Crosley’s new _ system utilizes 
heating elements on the surfaces of 
the freezer plates. When the refrig- 
erator is set for automatic operation, 
a timer automatically ‘turns off” 
the refrigerating mechanism and 


“turns on” the heating elements at 
3:00 a.m. daily. 

“The heat applied directly to the 
freezer plates rapidly melts all ice 
and frost, after which the elements 
are automatically turned off and the 
refrigerating operation resumed,” 
the company pointed out. “Only two 
to 10 minutes are necessary for de- 
frosting. 

“The refrigerator can be placed on 
manual control at any time, if the 
owner elects to do so. In such case, 
the refrigerator will go through the 
automatic defrosting operation only 
when a manual control switch is 
turned. The defrosting cycle _ is 
equally as swift when it is manually 
activated as when it is set for com- 
pletely automatic operation.” 

The system is included in 11-cu. 
ft. models CAC-11 and DAC-11 and 
in 9-cu. ft. models CAC-9, DAC-9, 
and SAC-9. 

In addition to the defrosting sys- 
tem, the refrigerator line features 
a new type interior decoration 
known as “Soft Glo.” 

In this styling, incorporated in 
three of the new models, “inner door 
liners and food compartment trim 
frame are treated in a ‘Soft Glo’ 
finish which contrasts pleasingly 
and smartly with the white portions 
of the refrigerator,’ according to 
Inwood Smith, manager of the 
Crosley household refrigerator sec- 
tion. 


ALL INCLUDE ‘SHELVADOR’ 


Models with ‘Soft Glo” styling are 
the CAC-11, CAC-9, and a deluxe 
7-cu. ft. model—the DC 75. 

All 11 models include the Shelva- 
dor’s white plastic shelves recessed 
within the interior of the extra-thick 
door. These shelves provide 1.6 cu. ft. 
of usable space in the 1l-cu. ft. 
models and 1.49 cu. ft. in the 9-cu. 
ft. models. 

All but two of the models offer 
horizontal frozen food compartments 
having an insulated self-serving door 
which serves as a rearranging shelf 
when opened. Economy models UC- 
10 and AMB-7 have U-type evapora- 
tors. 

Featured in four models—the cus- 
tom deluxe 11l-and-9-cu. ft. sizes— 
is the Crosley “Butter Safe” intro- 


—® duced in the 1950 models. Built into 


Write for Information about Our 


TWO TEMPERATURE REACH-IN 


Provides 20 cubic feet of storage space. Low 
temperature compartment has a 9 cu. ft. capacity 
with 4” insulation. Can be operated at a tem- 
perature as low as -20° F. High temperature 
compartment has an tI cu. ft. capacity with 3” 
insulation. Operates from 36° F. up. Overall 
dimensions of unit are 31” x 71”. Delivered 
ready to plug in. Equipped with 2 separate 
sealed compressors with separate controls. Also 
ilable in staint steel if desired. 


SRE OEY 


ath ite tots, 


COMMERCIAL REFRIGERATION EQUIPMENT 
2524-27th Avenue South, Minneapolis, Minn. 


_ With Every 


‘ICE MAKER... 


SAVE SERVICE — 


remove TASTES, SOLIDS 


FILTRINE cehahir “abe COMPANY. 
Brooklyn 5 New York 


the inner side of the door, the Butter 
Safe has a_ separate temperature 
control which permits the home- 
maker to keep butter at any desired 
spreading consistency. Made of plas- 
tic, it is removable for cleaning. 

A “Seasonal Control,” contained 
in seven models, permits special ad- 
justment to suit all conditions of 
weather and humidity by regulating 
air circulation inside the cabinet, it 
was stated. Other features in various 
models include: 

Movable ice tray shelves to permit 
fiexible use of the freezer storage 
space, with aluminum ice trays, in- 
cluding the “‘tilt-out’” type which re- 
leases all cubes instantly with a 
light swing of a lever. 


TRANSPARENT MEAT HOLDER 


Transparent meat holder of clear 
plastic, to maintain correct tempera- 
tures for best meat preservation. 

Sealed crispers for fresh vegetable 
storage space, made of clear poly- 
styrene plastic. 

The models and prices are: 
CAC-11, 10.5-cu. ft., Custom, $419.94. 
DAC-11, 10.5-cu. ft., Deluxe, $399.95. 
CAC-9, 9.5-cu. ft., Custom, $389.95. 
DAC-9, 9.5-cu. ft., Deluxe Custom, 


| $369.95. 


SAC-9, 9.5-cu. ft., Standard, $349.95. 
DC-9, 9.5-cu. ft., Deluxe, $319.95. 
SC-9, 9.5-cu. ft., Standard, $299.95. 
UC-10, 10.1-cu. ft., Custom, $269.95. 
DC-75, 7.6-cu. ft., Deluxe, $249.95. 
SC-75, 7.6-cu. ft., Standard, $229.95. 
AMB-7, 7.0-cu. ft., Economy, $199.95 

The “Shelvador,” an 8-cu. ft. cus- 
tom model freezer with recessed 
shelves built into the inner side of 
the lid for extra storage space, is 
prominent among the eight new 1951 
home and farm freezers. 


5 CUSTOM, 3 DELUXE MODELS 


The line consists of five custom and 
three deluxe models. Custom models 
range in capacity from 8 to 20 cu. 
ft., and the deluxe models from 4.1 
to 12 cu. ft. 

The 4.1-cu. ft. model, DF-4, is 
designed to fit in the kitchen where 
it serves a dual function of supplying 
6 sq. ft. of linoleum top work sur- 
face. Linoleum tops are offered in 
a choice of four colors in addition 
to black. Also available is a chrome 
plated background to harmonize with 
the contour of steel kitchen cabinets. 

The DF-4 holds up to 144 Ibs. of 
frozen food. Among its features are 
adjustable dividers and wire storage 
basket, recessed toe space, and 1'%- 
hp. unit. 

Chest-type in design, the new 
models have chrome hardware and 
trim to set off the white Dulux 
enamel cabinets, designed with round 
corners and recessed toe space. Five 
of the models have Crosley’s new 
“Soft Glo” interior trim finish. 


‘FLOATING LID’ FEATURED 


An outstanding feature in seven 
of the models is a new-type, counter- 
balanced “floating lid.” When slight 
pressure is applied to a touch-open- 
ing latch, the lid lifts itself and 
stays lifted, permitting the use of 
both hands in carrying food to, and 
loading the freezer. 

The “Shelvador” (SCF-8,) accord- 
ing to Thoben F. Elrod, manager of 
the freezer section, carries into the 
freezer line Crosley’s extra front- 
row space theme identified with the 
Shelvador refrigerator and kitchen 
wall and base cabinets. 

Three white plastic shelves recessed 
in the under side of the lid provide 
space for 15 standard commercial 
packages of frozen food. These 
shelves are claimed to almost double 
the “top level’’ space afforded by 
the freezer. The ‘Shelvador” also 
incorporates other top features of 
the 1951 line, including the Soft 
Glo interior treatment. 

Among other Crosley “exclusives” 
offered in the line is the equipping 
of the custom eight (Shelvador), om 
16, and 20-cu. ft. models with a new- ® 
type automatic ice cream freezer, 
with paddle-type mixer. A half-gallon | 
of ice cream may be made in this 
unit in 30 to 45 minutes, the com- 
pany said. 

The ice cream freezer is 111% in. 


high. Its removable aluminum p Rag | 


drical freezing container is 6% in 
high and 7% in. in diameter. A 
transparent plastic lid allows clear 
vision into the container. The un't 
weighs 7% Ibs. 

Other features found in the differ- 
ent models include: 

Tamperproof locks built into the 
latch; interior flood lights; trays for 


baked goods and freezer jars; bas- 


kets for small food packages; adjust- 


able dividers; adjustable temperature | 


control; safety signal light and all- 
steel, one-piece cabinet construction. 

Model CCF-20, a 20-cu. ft. custom 
freezer, holds over 700 lbs. of as- 
sorted food. It has three compart- 
ments for freezing and storing, with 
two self-opening lids, and “Soft Glo” 
styling. Interior conveniences include 
trays for pastry and freezer jars, 
two large baskets and four adjust- 
able dividers. 

The suggested list price of $549.95 
is $15 under the list price for the 
1950 20-cu. ft. model, although the 
1951 model contains additional and 
improved features, according to 
Elrod. 

Model CCF-16 has a 16-cu. ft. 
capacity and stores up to 560 lbs. of 
assorted food. It has two compart- 
ments for freezing and storing. The 
suggested retail price is $489.95. 


CUSTOM MODEL CCF-12 


Custom model CCF-12 has a 12.6- 
cu. ft. capacity and stores up to 441 
lbs. of assorted food. It has two in- 
terior compartments, “Soft Glo” 
styling, pastry tray, freezer jar tray, 
two large baskets, and two adjust- 
able dividers. The suggested retail 
price is $424.95. 

Deluxe model DCF-12 also has a 
12.6-cu. ft. capacity and holds up to 
441 lbs. of assorted food. It has two 
interior compartments and two ad- 


justable dividers. The suggested re- | 


Biggest In New Crosley Refrigerator Line 


Among the 11 Shelvador re- 
frigerators just announced for 
1951 by Crosley is Model CAC- 
11, with a 10.5-cu. ft. capacity. 
largest of the line which be- 
gins at 7 cu. ft., Model CAC-11 
Crosley's new 


incorporates 


automatic defrosting system. 


tail price is $369.95. 

The suggested retail price of the 
“Shelvador” model, SCF-8, is to be 
announced in November, when dealer 
shipments of this model will begin. 

Custom model CCF-8, like model 
SCF-8, has an 8.2-cu. ft. capacity 
and holds up to 287 lbs. of assorted 
food. It also features “Soft Glo” 
styling, pastry tray, two removable 
baskets, two adjustable dividers. The 
suggested retail price is $289.95. 

Deluxe model DCF-8 also has an 
8.2-cu. ft. capacity and holds up to 
287 lbs. of assorted food. Its sug- 
gested list price is $269.95. 

Ten models, ranging from apart- 
ment-size to custom  double-oven 
styles and featuring advanced auto- 
matic cooking controls, are included 
in the range line. 


PUSHBUTTON RANGE CONTROL 


The ranges offer such major fea- 
tures as push-button switches for 
selecting automatic control of any of 
five cooking operations; color knobs 
that indicate heat speed illuminated 
color; and an automatic pre-heat for 
broiling and baking that shuts itself 
off when the required temperature is 
reached. 

Top model of the line, the double- 
oven SCOD-1, has these features 
and others, including seven heat 
speeds, ‘‘tattle-timer’’ signals when 
cooking time is up; double-duty, 6-qt. 
deep-well cooker; two-appliance out- 
lets, and a “hasty-heat” 6-in. 1,600- 
watt surface unit that is claimed to 
boil water in four minutes. 

The SCOD-1 offers a large and a 
small oven, each with separate broil- 
ing and baking units, individual 


thermostats, and a “Visidor"” in the 
door of the sarge oven which allows 


@ Angles @ Base Trim 

@ Channels @ Throat Trim 

@ Veg-Pan @ Shelf-Frame 
Handle Assemblies 


inepection of the food being prepared. 
Both cluster and divided top 
models are included in the line. The 
width of all models except the apart- 
ment-size is 40 in., supplying extra 
top working surface as well as space 
for oversize ovens and “rolla- 
drawers” for utensil storage. 
Models and prices follow: 
A3-1, Apartment-size ...... $159.95 


A4-1, Apartment-size ...... 169.95 
DC-1, Budget model] ....... 199.95 
DDL-1, Deluxe econcmy 

Ps i. one Neng sree ere has 219.95 
IDD-1, Special model ...... 249.95 
SDD-1, Special deluxe 

ANNES Kae we wea BA eae ae 269.95 
CD-1, Divided top custom ; 

| a Soe ee rere 299.95 
CC-1, Cluster-type custom 

a eee ee rere ee 299.95 
COD-1, Double-oven custom 

Peete ea ee eee 349.95 
SCOD-1, Special double-oven 

GUSTO: THOGE oc scien: 399.95 


Two series of special corner-cabi- 
net models have been added to the 
line of electric water heaters, giving 
Crosley 53.different tank-type, table- 
top, and corner-cabinet models. The 
new corner-cabinet models are in 30 
and 50-gal. capacity sizes. 

The new series are offered in 
eight custom and deluxe models. 
They are: 


Suggested 
Custom List Prices 
CC-30-SE, 30-gal. ......... $119.95 
CC-80-DBE, 30-gal. ......... 129.95 
CC-50-SE, 50-gal. ......... 134 95 
CC-50-DE, 50-gal. ......... 144.95 
Deluxe 
DC-30-SE, 30-gal. ......... 109 95 
DC-30-DF, 30-gal. ......... 119.95 
DC-50-SE, 50-gal. .,....... 124.95 
er oe 134.95 


DC-50-DE, _50-gal. 


@ Ovals @ Tee Shapes 
@ Flat Tops @ Beads 

@ Decorative @ Formed 
‘Trim Sections 


We will make recommendations and free estimates on your 
moulding requirements. Write for our catalog, also our special 


folder on Electrolytic Polishing. 


DIVISION of THE SERRICK CORPORATION 
¥ Kilgore Avenue, Muncie, Indiana, U.S.A. _ 
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AIR CONDITIONING & REFRIGERATION NEWS, SEPTEMBER 4, 1950 


PATENTS 


Week of April 11 


2,503,306. ICE TRAY AND GRID 


THEREFOR. Richard M. Storer, Denver, 
Colo. Application Jan. 2, 1945, Serial No. 
(Cl. 62—108.5.) 


571,063. 19 Claims. 


1. A device of the character described, 
comprising a container member having 
upstanding walls, a grid member having 
a supporting portion and a grid portion, 
said grid portion having walls shorter 
than said upstanding walls, and said sup- 
porting portion being constructed and 
arranged to seat against upper surfaces 
of said upstanding walls to suspend the 
grid portion within said container, and 
said grid member being constructed and 
arranged to be elevated by the expansive 
action of matter congealing in the con- 
tainer, whereby said grid portion may 
be moved substantially out of contact 
with said matter when it assumes a solid 
state, substantially filling the container, 
and means on one of said members ar- 
ranged to engage the other of said 
members after elevation of the grid 
member so as to separate the said mem- 
bers. 

2,503,323. AUTO VENTILATING DE- 

e VICE. Henry L. Collins, Fort Worth, Tex. 
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In an air humidifier for a motor 
vehicle having a body with a seat therein 
and having an engine hood with a ven- 
tilator therein, the combination which 
comprises an air intake casing under the 
hood and positioned to receive air from 
the ventilator, a substantially flat hori- 
zontally disposed housing positioned 
under the seat of the body and having 
a water compartment in the lower part 
thereof, a horizontally disposed absorbent 
pad in the housing spaced above the 
water level of water in the said water 
compartment and _ positioned whereby 
motion of the vehicle splashes water 
against the under surface thereof, a pair 
of ducts connecting the air intake casing 
to the housing at points positioned be- 
tween the said absorbent pads and water 
level of water in the compartment, a 
horizontally disposed fan positioned in 
the upper part of the housing above the 
said absorbent pad, a horizontally dis- 
posed partition having a central open- 
ing therein positioned between the ab- 
sorbent pad and fan and providing a fan 
compartment in the upper end of the 
housing, outlet connections extended from 
said fan compartment to points at the 
front and back of the seat, a vertically 
disposed centrally positioned fan shaft 
extended from the fan through the lower 
end of the housing and journaled in the 
housing, and a motor on the lower part 
of the housing and connected to the 
said fan shaft for driving the fan 
whereby air is drawn from the intake 
casing through the absorbent pad and 
discharged through the passages extended 
to the front and back of the seat. 


2,503,419. REFRIGERATOR DISPLAY 
RACK. John A. Secunde, Cleveland, Ohio. 


1. A display rack for displaying pack- 
aged flowers in a refrigerated chamber, 
comprising, a base section having a 
foraminous top wall, support means to 
hold said top wall off the floor of the 
refrigerated chamber, and a box display 
section mounted upon said top wall, said 
box display section having a plurality of 
vertical foraminous longitudinal and cross 
wall members intersected to define a 
plurality of box-holding sections, said 
cross wall members having a top edge 
extending in an angular direction rela- 


tive to said top wall of the base sec- 
tion, whereby the box display sections 
define a plurality of vertical box-holding 
sections of progressively increasing depth 
supported above the floor of the refrig- 
erated chamber upon the foraminous sup- 
port which evenly distributes cold air 
from the base section upwardly around 
the box-holding sections. 


2,503,456. HEAT PUMP. Marvin M. 


Smith, Muncie, Ind., assignor to Muncie 
Gear Works, Inc. 
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2. In a heat pump system, a refrigerant 
circulating system, a well bore extend- 
ing below the _ prevailing subterranean 
water level and in communication with 
such water, a U-tube extending into said 
well bore to a point below said water 
level, a closed circulatory piping sys- 
tem including a portion having heat ex- 
change relation to said refrigerant cir- 
culating system and including said U-tube 
and a pump, a heat conducting liquid in 
said U-tube and circulatory piping sys- 
tem, a casing enclosing one leg only of 
said U-tube, and means including a second 
pump for causing the water in said well 
to circulate through said casing. 


2,503,525. ICE-CREAM CONTAINER 
MOUTH GUIDE. Howard C. Sutherland, 
Mobile, Ala., assignor of .one-third to 
William Lindley and one-third to John 
F. N. Woolls, both of Olympia, Wash. 


< WH, 


In a funnel type guide for use on an 
ice cream container comprising; a metal 
body having a substantially square top 


edge, the sides of the body converging 
from the top and toward a common 
center to form a round outlet, a_ stiff 


metal ring attached to the bottom edge of 
the body, an inverted U-shaped channel 
attached entirely around the outer bottom 
edge of the said ring, a plurality of 
metal strips attached by the end of 
each to the outer face of the wall of the 
body, each strip also attached at its 
middle portion to the outer edge of the 
said U-shaped channel, the other end 
of the strip extending below the bottom 
edge of the said metal ring on the 
bottom edge of the body. 


2,503,554. Thermostat. Richard T. Keat- 
ing, Oak Park, Il. 


A thermostat comprising, in combina- 
tion, a rigid hollow tubular housing of 
metal having a relatively high coefficient 
of thermal expansion, said tubular hous- 
ing being closed at each end and hav- 
ing an inwardly projecting pivot at each 
end, with a bow member consisting of a 
single rod of metal having a low co- 
efficient of thermal expansion with a 
pivot socket at each end whereby the 
bow is supported between the two pivots: 
a central mounting tube supporting the 
tubular housing; means for altering the 
spacing between the opposite pivots to 
exert force on the opposite ends of the 
bow and thus initially flex the bow to 
the desired curvature in order that the 
amount of movement of the body in re- 
sponse to a unit change in temperature 
may be adjusted; an actuating member 
connected to the bow at its midpoint 
and extending out of the housing through 
the mounting tube; and means for ad- 
justing the relative positions of. the ac- 
tuating member and the bow member in 
accordance with.the degree of initial 


curvature of the bow. 
—_<e 


Subscribe Now 


Receive the greatest trade ‘paper in the Industry—AiR 
Conpitioninc & REFRIGERATION News. Published every week. 
Brings you latest news and vital information on household 
refrigeration, commercial refrigeration, air conditioning. 
home freezers; manufacturing, distributing, retailing, servic- 
ing, and contracting. Only $5 per year, 52 issues. 


Fill in coupon and mail today 


AIR CONDITIONING & REFRIGERATION NEWS 
450 West Fort Street, Detroit 26, Michigan 


Gentlemen: Send the NEWS for one year. 
[] $5 enclosed [] Bill me [) Bill the company 


2,503,595. REFRIGERATING APPARA- 
TUS. Charles C. Preston, Dayton, Ohio, 
assignor to General Motors Corp., Dayton, 
Ohio, a corporation of Delaware. Applica- 
tion Dec. 1, 1945, Serial No. 632,190. 1 
Claim. (Cl. 257—246.) 


A heat transfer structure comprising 
a tube portion, a wire member within 
the tube portion, said wire member be- 
ing formed of a stem of heavy twisted 
wire members extending axially within 
the tube portion and fine substantially 
straight stiff wire bristles extending 
transversely through the stem and hav- 
ing their ends in firm contact with oppo- 
site wall portions of the tube portion, 
means for conducting a first fluid through 
the interior of said tube portion, and 
means on the outside of said tube por- 
tion for bringing a second fluid in heat 
exchange relation with the tube _ por- 
tion. 


2,503,667. HEAT EXCHANGER. William 
F. Hagen, Wellesley, Mass., assignor to 
Westinghouse Elcctric Corp., East Pitts- 
burgh, Pa. 
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3. A heat exchange unit comprising 
a relatively long and relatively narrow, 
rectangular casing having an air inlet 
opening in one wall and having an air 
outlet opening in another wall, a_lon- 
gitudinally extending heat exchanger 
within said casing, said exchanger parallel 


quency 
~ 


before delivery to said evaporating por- 
tion. 


DESIGNS 


158,149. SELF-CONTAINED AIR-CON- 
DITIONING UNIT. Carl W. Sundberg, 
Detroit, Mich., assignor to Carrier Corp., 
Syracuse, N. Y. 


The ornamental design for a_ self-con- 
tained air conditioning unit, substan- 
tially as shown and described. 


158,150. REFRIGERATOR CABINET. 
Carl W. Sundberg and Montgomery 
Ferar, Detroit, Mich., assignors to Seeger 
Refrigerator Co., St. Paul, Minn., a cor- 
poration of Minnesota. Application May 
28, 1949, Serial No. 2,932. Term of patent 
312 years. (Cl. D67—3.) 
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The ornamental design for a_ refrig- 
erator cabinet, substantially as shown 
and described. 


AVAILABLE FOR LICENSE 
OR SALE 


Pat. 2,486,976. PRESSURE MEASUR- 
ING DEVICE. Patented Nov. 1, 1949. 
A pressure measuring device that utilizes 
the discovery that the current in the 
exterior circuit of a Phillips type pres- 
sure gage has a characteristic high fre- 
alternating current component 


which is directly proportional to the 
pressure of the medium gas and in eddi- 
tion is dependent upon its composition. 
Thus in a given gas system, the pres- 
sure may be directly measured by mea- 
suring this frequency characteristic, and 
in addition a vacuum system may be 
tested for leaks by probing the exterior 
of the system with a gas of a differ- 
ent composition than that within. Group 


36—13. Reg. No. 34,882. 
Week of April 18 
2,504,267.. REFRIGERATOR CABINET. 


Theodore H. Koeber, Oak Park, Ill, as- 
signor to International Harvester Co., a 
corporation of New Jersey. Application 
Oct. 22, 1947, Serial No. 781,467. 9 Claims. 
(Cl. 62—116.) 


a sa 


9. A refrigerator assembly, comprising: 
a first cabinet unit having an upper sup- 
porting portion: a second cabinet unit 
having a lower portion resting on and 
removably supported by the upper portion 
of the first unit. and having also an 
upper supporting portion; a third cabi- 
net unit having a lower portion resting 
on and removably supported by the upper 
portion of the second unit; means provid- 
ing a machinery compartment in one of 
the units: means providing a refrigerated 
storage compartment in each of the 
other units; separate cooling elements for 
said storage compartments; refrigerating 
apparatus including a pump removably 
carried in a portion of the machinery 
compartment and connected to the cool- 
ing element of one of the refrigerated 
cabinet units for removal from the as- 
sembly along with said one refrigerated 
cabinet unit; and separate refrigerating 
apparatus including a second pump re- 
movably carried in the unoccupied por- 
tion of the machinery compartment and 
connected to the cooling element of the 
other refrigerated cabinet unit for re- 
moval from the assembly along with said 
other refrigerated cabinet unit. 


(To Be Continued) 


to said inlet opening, a rotary fan shaft 
extending between the end walls of said 
casing parallel to said heat exchanger, a 
pair of fan wheels on said shaft, said 
wheels having oppositely disposed _in- 
lets, and a metal sheet having inwardly 
turned portions forming inlet passages 
into said wheels, having other portions 
extending from its center along diverging 
lines to said inwardly turned portions, 
having other portions contacting said 
one wall on opposite sides of said out- 
let opening, and having other portions 
contacting side walls of said casing. 


2,503,693. ICE TRAY AND COVER. 
Gustav J. van Lennep, Washington, D. C. 


7. An ice cube tray and cover struc- 
ture comprising, in combination: a tray 
having cube molding partitions’ therein; 
a cover for said tray formed with re- 
versely bent margins to hook about pro- 
jecting margins of the tray; said cover 
having a longitudinal elevated forma- 
tion for stiffening and under which de- 
frosting water may be introduced and 
drained; handle means located on the 
exterior surface of said cover and pre- 
senting finger engaging reentrant grooves 
thereon; said cover slidable on the tray 
to positions to release defrosted cubes 
when the tray is inverted. 


2,503,922. HEAT EXCHANGER FOR 
SECONDARY REFRIGERATING SYS- 
TEMS. Frank A. Schumacher, Erie, Pa., 
assignor to General Electric Co. 


1 6A 
system 


refrigerating 


secondary 
including a condensing portion 
and an evaporating portion and contain- 
ing a refrigerant of the volatile liquid 
type, means including a conduit for con- 
ducting vaporized refrigerant from said 
evaporating portion to said condensing 


closed 


portion, means including a second con- 
duit for conducting liquid refrigerant 
from said condensing portion to said 
evaporating portion, means including a 
low temperature evaporator for extract- 
ing heat from said condensing portion, 
and a valve connected to said second 
conduit between said condensing portion 
and said evaporating portion for con- 
trolling the flow of liquid refrigerant, 
said valve being adapted in its closed 
position to hold liquid refrigerant in said 
second conduit and in said condensing 
portion, said conduits being arranged 
in heat exchange relationship with each 
other for raising the temperature of the 
liquid refrigerant substantially to the 
temperature of said evaporating portion 


CLASSIFIED ADVERTISING 


$5.00 
10¢ per 


“Positions Wanted” 
Limit 50 words. 


RATES for 
per insertion. 
word over 50. 

RATES for all other classifications $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 

ADVERTISEMENTS set in usual classi- 


fied style. Box addresses count as five 
words, other addresses by actual word 
count. Please send payment with order. 


POSITIONS WANTED 


EXECUTIVE ENGINEER, graduate, age 
40. Diversified experience in engineernig 
and manufacturing, desires position with 
medium-sized company as works man- 
ager, chief engineer, staff assistant in 
appliance or automotive industries. Sea- 
soned in product design, development, 
factory cost, production engineering, 
plant engineering, purchasing, sales, etc. 
Income—5 figures. BOX 3564, Air Con- 
ditioning & Refrigeration News. 


POSITIONS AVAILABLE 


SALES MANAGER. Have this opening 
for experienced commercial refrigerator 
fixture man, with proven record, to han- 
dle our Iowa sales. 64 years in business. 
Give full qualifications and _ references. 
Cc. L. PERCIVAL CO., INC., Boone, Iowa. 


WE HAVE an unusual opportunity for 
a high grade sales engineer capable of 
selling, designing, and supervising air 
conditioning installations for industrial 
and commercial applications. Write quali- 
fications. POWDR ENGINEERING COR- 
PORATION. Wilkes-Berre. Penna. 


SALES REPRESENTATIVES: Manufac- 
turer of parts for sealed units has open- 
ings in territories throughout the country 


for experienced personnel to _ contact 
established jobbers. Please give full 
particulars and qualifications. BOX 3560, 


Air Conditioning & Refrigeration News. 


SALES MANAGER. Experienced in com- 
mercial, industrial refrigeration, and air 
conditioning applications, having’ sales 
record, capable of handling sales admin- 
istrative functions of a franchise dealer- 
ship, metropolitan New Jersey, of leading 
national refrigeration manufacturer. Write 
giving experience, age, marital status, 
background. Salary and over-ride. Re- 
plies strictly confidential. BOX 3565, Air 
Conditioning & Refrigeration News. 


EQUIPMENT WANTED 


ONE FLY-WHEEL for a 15CM ammonia 
compressor as manufactured by the Auto- 
matic Refrigerating Co. of Hartford, 
Connecticut and known to the trade as 
“Hartford Automatic.” Fly-wheel size is 
36” diameter by 10” face by 3%” bore. 
Must be in good condition including 
keyway. DANIEL J. LYONS, 208 High- 
land St., Worcester 2, Mass. 


EQUIPMENT FOR SALE 


WHOLESALE SEALED unit rebuilding. 
We will rebuild and convert your unit to 
“Freon-12.". One year guarantee. Write 
for price list and shipping instructions. 
ADVANCE REFRIGERATION COMPANY, 


829 East McNichols Road, Detroit 3, 
Mich. 
. - il %, se ae By 
a = i by if 


REFRIGERATOR DOORS. 3/6” by 66” 
double batten auto close doors complete 
with removable track heads for 7’2” track. 
1%” corkboard insulation. Brand new. 
$95 each. Door height may be altered. 
We can convert the doors to accommodate 
anything up to an 11 ft. 2 in. track at 
an additional cost of $15.00. Freight pre- 
paid in U.S. BIMEL CoO., Cincinnati, Ohio. 


THREE USED medel 3 CUD Airtemp, 
Chrysler, 3 HP co i>ressors. Price for 
lot $160.00. COMMERCIAL REFRIGERA- 
TION SALES CO., 421 West Water St., 
Flint, Mich. 


PROMINENT BRAND, sealed condens- 
ing units; 4-HP model L2M @ $47; also 
open type ',-HP model 025 with control 
@ $52. Write or wire NEW YORK RE- 
FRIGERATION, 35 East Fourth Street, 
New York 3, N. Y. 


SUBJECT TO prior sale—standard makes 
hermetic units. %, %, % static condenser 
—$44.50. %, %, %, 4%, %, fan cooled her- 
metics—$52.50 to $63.50, prominent brand. 
Guaranteed new, open units 4%, %, %— 
$56.50, $64.50, $84.50. Prominent brand 
relays—% or %, each $1.25, lots of 5— 
$1.15, lots of 10—$1.00. 710. \%, %, \%, ¥, 
%, %, each $1.50, lots of 5—$1.35, lots of 
10—$1.25. Overload relays, same capacity 
as above, each $1.00, lots of five—85¢, lots 
of 10—75¢. 894 T.X.V. low temp. max. op. 
Press. 15# capacity % ton, 60” tube. 
% x ‘es flare—$1.50. Brass strainer \%” 
flare. 1%” x 73%” $1.00. % H.P. single 
pass 2 row air cooled condenser, 13%” 


long. 11” high, 10 row %” tube high— 
$2.95. % H.P., same dimensions, 3 row— 
$3.95. Cold control, complete—$3.95. 


WALTER W. STARR, 2833 Lincoln Ave., 
Chicago 13, Illinois. 


PROMINENT BRANDS of coils and con- 
densers in original crates at below cost 
offered by distributor who has been in 
business over 100 years. Also bargains 
on other refrigeration merchandise. Write 
or wire JOSEPH WOODWELL CO., 
Pittsburgh 22, Pa. 


INVENTORY REDUCTION sale of 25 
Model 75F largest selling % HP air con- 
ditioners in original crates—$235.00 each. 
Five year warranty included. Sell all or 
any part. BOX 3562, Air Conditioning & 
Refrigeration News. 


BUSINESS OPPORTUNITIES 


THE BEST air conditioning and commer- 
cial refrigeration sales and service estab- 
lishment in the city of Tucson, Arizona. 
We have exclusive franchises covering 
prominent and nationally advertised lines 
of equipment in the heating and cooling 
field. Business has prevailed over many 
years of successful operation. It has a 
complete sheet metal and other diversified 
departments equipped with machines. 
Large display space. Gross sales have 
averaged around $350,000.00 yearly. Sale 
with or without buildings. BOX 3561, Air 
Conditioning & Refrigeration News. 


MISCELLANEOUS 


NORGE SEALED units remanufactured 
and exchanged. Immediate delivery from 
stock, 1 year guarantee. Write for prices 
and shipping instructions. Complete Norge 
engineering service. 22 years experience. 
MODERN REFRIGERATION Co., INC.. 
12541 E. McNichols Road, Detroit 5, 
Michigan. 
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AIR CONDITIONING & REFRIGERATION NEWS, SEPTEMBER 4, 1950 


Government Contracts 


As a service both to its government and thé 
air conditioning and refrigeration industry, the 
NEws is presenting below the first of a vital new 
series which will list every week procurement 
information for all branches of the government— 
in other words—who wants to buy what. Data 
on contracts that have been awarded during the 
previous week also will be published. 

This information will inform the manufac- 
turer, supplier, or contractor, both large and 
small, what the various branches of the govern- 
ment, including the Department of Defense, want, 
and where to write, phone, or wire for detailed 
information. Indirectly this may reduce taxes 


PROCUREMENT INFORMATION 


Individuals and companies who are interested in bidding may obtain 
complete bid sets containing more detailed data including specification, 
packing, .delivery, and other requirements by a written request to the 
issuing office. Such requests should cite the description, applicable 
invitation number, or other reference and the opening date, etc. 


DEPARTMENT OF DEFENSE 


It is not necessary to refer solely to the issuing office for additional 
data on a bid invitation issued by any of the following ordnance 
district, arsenals or armories. Complete information can be obtained 
by written request or personal call on the ordnance district office 
nearest you—its address is on file in your nearest department of 
commerce field office. 


Vescription Quantity Invitation Opening 
No. Date 
Officer-in-Charge, Navy Purchasing Ofc., Washington, D. C. 
Vaneaxial Fan 340 2662-S 19 Sep 50 
Gages—Air Pressure 10 to 30 ~* 2675-S 20 Sep 50 


Aviation Supply Office, 700 Robbins Ave., Philadelphia 11, Pa. 

Air Conditioning Unit, 3 Ton 1 ea Z11446 6 Sep 50 
Capacity. Equal to Worthing- 
ton Pump and Mach. Corp. Model 
NR SCY-300. 

Valve-Air Relief, Type Al, 

Class C, Brass or Bronze. 

Adjustable, Threaded Ends, 
Male Inlet, Female Outlet, 
Single Seated, IPS % Inch 

Valves-Glove Steel, Commer- 
cial Quality, Rising Stem, Outside 
Screw and Yoke. Various Types 
and Dimensions. 

Coolers-Drinking Water. Electric. 30 ea 
Bubbler Type A. Air-cooled Con- 
denser. Sizes 5 and 10. 

Commanding Officer, Naval Supply Depot, Mechanicsburg, Pa. 

Attn. Code 778B 

Misc-Parts Mfgd by 294 ea 763186 14 Sep 50 
General Electric Co. Appliance 
and Merchandise Dept. 


Officer-in-Charge Navy Purchasing —, ae, a Cc. 
71 


1000 ea E51329 7 Sep 50 


1173 ea H51347 7 Sep 50 


H51381 7 Sep 50 


Cabinet-Storage of Frozen Foods 3 13 Sep 50 
Officer-in-Charge Navy Purchasing oe Washington, D. C. 
Ice Cream Batch Mixing Machine 25 683-S 20 Sep 50 


Raritan Arsenal, Metuchen, New Jersey 
Compound Insulating & S00 Or d-28-024-51-96 12 Sep 50 


Sealing lb 

Compound Insulating & 3000 Or d-28-024-51-96 12 Sep 50 
Sealing ea 

Supply Officer Code 532 Naval Shipyard, Portsmouth, N. H 

Heaters, Water, Automatic, Oil 65 no 102-7924 6 Sep 50 
Fired 

Wright-Patterson AFB, Dayton, Ohio 

Oven Assy., Food Warming, 1727 ea 51-252 31 Aug 50 


Elec. Heated, Type B-3 


COLUMN FOUR ABOVE IS THE ISSUE DATE FOR BID SETS 
ON EACH PROCUREMENT 


Aviation Supply Office, 700 Robbins Ave., Philadelphia 11, Pa. 


because widespread publication will undoubtedly 
bring more bidders into the field with a conse- 
quent lowered cost to the government and ulti- 
mately lowered taxes to industry and the 
individual. 

The data on contracts that have already been 
awarded serves two purposes: (1) it answers 
the question of who finally got the job, and (2) 
it shows suppliers and sub-contractors who to 


contact. 

The information presented below is compiled 
by, and published in cooperation with the U. S. 
Department of Commerce. 


Invitation Opening 
No. Date 


Commanding Officer, Naval Supply Depot, Mechanicsburg, Pa. 
Attn. Code 778B 
5220 ea 763509 18 Sep 50 


Misc. Parts Mfgd. by 
Hotpoint, Inc. 


Aviation Supply Office, 700 Robbins Ave., Philadelphia 11, Pa. 

Tubing, Seamless Aluminum 2200 ft. C51476 12 Sep 50 
Alloy (AL-61-S), Round, Type I, 
Condition O and T6 

Valves, Gate. Brass or Bronze, 
Type 1, Class A Ammeter, 
Portable 150/75/30 


Raritan Arsenal, Metuchen, New Jersey 
Valve, Control 3/8 NPT 150 ea 28-024-51-106 14 Sep 50 


Description Quantity 


1720 ea H51414 14 Sep 50 


Valve, Control % NPT 175 ea 28-024-51-106 14 Sep 50 
Valve, Control HP, 1/8 NPT 1225 28-024-51-106 14 Sep 50 
Commanding Officer, Frankford Arsenal, Philadelphia, Pa. 

Procurement Office 

Fans, Buffalo Various 110 25 Sep 50 


Commander, Charleston Naval Shipyard, Naval Base, S. C. 
Procurement ‘Office 
Hose, Flexible, Metallic as follows 
4” Inside Dia. in 25 Ft. 2000 ft 
Lengths Without Couplings 


Aviation Supply Office, 700 Robbins = i Shame <7 * as Pa. 

Valve Assy., Oxygen. Identified 8770 D514 12 Sep 50 
By Bastian- Blessing Co. NR. 
2107-N or Superior Valve and 
Fittings Co., NR 5602F 

Valves, Temperature Regulating 
for Ventilation Heaters. One Set 
of Poppets and Seat Rings Fur- 
nished with each Valve. Valve 
Model and Size NR D-27 


GENERAL SERVICES ADMINISTRATION 


Reference App. Bid 
No. Date 


CNS 21963 12 Sep 50 


150 ea H51460 15 Sep 50 


Description Quantity 
Chief, Purchase Division, Federal Supply Service, General Services 
Adm., Rm. 7120, 7th and D Sts., S. W., Washington 25, D. C. 
Electric Water Coolers 171 ea 10W-90965 9-5-50 
Land Use, Various Types and 
Sizes 
Chief, Purchase Division, Federal Supply Service, General Services 
Administration, Denver, Colo. 


Water Heaters, Gas, FOB 8 ea 525 8-28-50 
Gallup, N. Mexico 

Chief, Procurement Branch, Civil Aeronautics Administration, 

84 Marietta St., N. W., Atlanta 3, Ga. 

Air Conditioning Unit, 1 ea 21-35 9-12-50 
5-Ton 


How to Get Government Contracts-- 


(Concluded from Page 1) 


ing the Department of Defense, 
which is available through the 42 
field offices of the Commerce depart- 
ment. As an aid to its readers, AIR 
CONDITIONING & REFRIGERATION NEWS 
is carefully screening this data for 
orders that pertain directly or 
closely to this industry, and will 
publish the information weekly. The 
first such tabulation appears in the 
adjoining columns. 

The tabulation lists a brief descrip- 
tion of the item wanted (such as 
“air conditioner”), the quantity, the 
bid or reference number, the date 
that bids will be opened, and the 
all-important specific 
address of the branch asking for the 
bids. 


The manufacturer, supplier, or 
contractor who is interested in a 
particular item is advised to write, 
phone, or wire that office asking for 
full details, giving the office the bid 
or reference number. In this way, 
formal invitations to bid can then 
be sent to the prospective bidder. 


The Commerce department advises, 
however, that additional information 
on requirements of the Department 
of Defense can usually be obtained 
from the nearest local or regional 
procurement office of that branch of 
the armed services. Commerce de- 
partment field offices, it is said, can 
advise as to the location of such 
regional offices. 


Another valuable information 
source that is available at Commerce 
department field offices is the 
“Government Procurement Manual.” 
In this is a fairly complete list show- 
ing what products are normally 
purchased by what branches of the 
government. The list is specific both 
as to items and government offices, 
since the purchases by the group 
will vary from region to region. 


By checking this manual, _ the 
manufacturer of water coolers, say, 
can contact the particular branches 
or procurement offices that normally 
buy such water coolers and arrange 
that his firm be placed on the list 
of prospective bidders. Then when- 
ever invitations to bid on this item 
are sent out by one of these pro- 
curement offices, an invitation will 


name and. 


go to that particular manufacturer. 


As a general suggestion in the 
matter of obtaining government con- 
tracts, both the Commerce and De- 
fense departments advise that the 
manufacturer be very specific in out- 
lining what he can produce. 


The manufacturer or shop owner 
who tells them that he’ll be glad to 
make “anything” will be informed 
that the government is not buying 
“anything.” 


As previously mintionsd, much 
data and assistance may be obtained 
through the 42 field offices main- 
tained by the Commerce department. 
The locations of these are as follows: 


Albuquerque, N. Mex. 203 W. Gold Ave. 
Atlanta 1, Ga., 50 Whitehall St. SW. 
Baltimore 2, Md., 103 S. Gay St. 
Boston 9, Mass., 2 India St. 

Buffalo 3, N. Y., 117 Ellicott St. 
Butte, Mont., 14 W. Granite St. 
Charleston 3, S. C., 18 Broad St. 
Cheyenne, Wyo., 304 Feredal Office Bldg. 
Chicago 4, Ill., 332 S. Michigan Ave. 
Cincinnati 2, Ohio, 105 W. Fourth St. 
Cleveland 14, Ohio, 925 Euclid Ave. 
Dallas 2, Tex., 1114 Commerce St. 
Denver 2, Colo., 828 Seventeenth St. 
Detroit 26, Mich., 230 W. Fort St. 


El Paso 7, Tex., 310 San Francisco St. 


Hartford 1, Conn., 135 High St. 
Houston 14, Tex., 602 Federal Office Bldg. 
Jacksonville 1, Fla., 311 W. Monroe St. 
Kansas City, Mo., 911 Walnut St. 
Los Angeles 12, Calif., 312 North 

Spring St. 
Louisville 2, Ky., 631 Federal Bldg. 
Memphis 3, Tenn., 229 Federal Bldg. 
Miami 32, Fla., 36 NE First St. 
Milwaukee 1, Wis., 517 E. Wisconsin Ave. 
Minneapolis 1, Minn., 2nd Ave. 

S. at 3rd St. 
Mobile 10, Ala, 109-13 St. Josph St. 
New Orleans 12, La., 333 St. Charles Ave. 
New York 14, N. Y., 42 Broadway 
Oklahoma City 2, Okla., 102 NW Third St. 
Omaha 2, Nebr., 1319 Farnam St. 
Philadelphia 2, Pa., 42 S. Fifteenth St. 
Phoenix 8, Ariz., 234 N. Central Ave. 
Pittsburgh 19, Pa., 700 Grant St. 
Portland 4, Oreg., 520 SW Morrison St. 
Providence 3, R. IL., 24 Weybossett St. 


Reno, Nev., 118 W. Second St. 
Richmond 19, Va., 801 E. Broad St. 
St. Louis 1, Mo., 1114 Market St. 

Salt Lake City 1, Utah, 350 S. Main St. 
San Francisco 11, Calif., 555 Battery St. 
Savannah, Ga., 125-29 Bull St. 

Seattle 4, Wash., 909 First Ave. 


Chief, Procurement Branch, Civil Aeronautics Administration, 5651 
West Manchester Ave., Los Angeles 45, Calif. 
Paper, Medium, F/Air Filt. 240 ea 6-51-114 9-6-50 

CEL 6-Ply, Treated in 225 ft. 

Rolls, PL-24 Air Filt. , 

50 Feet to Each Unit 


Chief, Purchase Division, Federal Supply Service, General Services 
Administration, Rm. 7120, 7th & D Sts., S. W. Washington 25, D. C. 
Electric Refrigerators 16 ea SF-92113 9-S8-50 


Cork, Compressed Blocks, 1600 sf J51443 S Sep 50 
Corkboard, for Therma! Insulation Chief, Purchase Division, Federal Supply Service, General Services 
Tubing, Seamless Copper, Cold- 50000 ft 51431 12 Sep 50° Admin., Room 7120 7th and D Sts., S. W., Washington 25, D. C. 
drawn, 450 PSI Oil, Water and Refrigerator, Household Type, 1 ea 8F-92220 9-11-50 
Gas Type D, 12 to 22 Ft. Electric 
Lengths 
Valves, Check Horizontal Com- 141 ea H51445 12 Sep 50 Chief, Purchase Division, Federal Supply Service, General Services 
mercial, Swing Disk Type. Administration, 1114 Commerce Street, Dallas, Texas. 
Drilled Flange. Steam, Oil or Boiler, Steam, 10 H. P., Gas Fired 1 ea FW-10626 9-13-50 
Water 750 Degrees Fahrenheit Boiler, Steam, 8 and 12 H.P., 4 ea FW-10630 9-13-50 
at 300 PSI Pressure. Body of Gas Fired 
Stainless bteel, Sine 6 and 4 Chief, Administrative Services Section, Public Bldgs. Service, Gen. 
Inches . Services Admin., 2100 Fidelity Bldg., Kansas City, Mo. 
Compression Tube Fittings, 2700 ea H51413 14 Sep 50 ge — ee +n KC43 9-5-50 
Connectors, Male. Brass without Stillwater, Minn. P. O 1 ea 
Sleeves or Nuts. Equal to Vandalia Mo P re} ° 1 ea 
Weatherhead Co. Part No. 68 “ a gs 
or Imperial Brass Mfg. Co. Boiler, McCook, Nebr., P. O. 1 ea KC44 9-5-50 
Part NR. 68-F. Various Sizes Chief, Administrative Services Sec., Public Bldgs. Service, General 
Flared Tube Fittings, Regular 9800 ea Philadelphia 6, Pa. 
and Inverted, Adapters, Con- Furnish the Materials and Perform- 9-6-50 
nectors. Class 2 Fit. Equal to Services Admin., 902 U. S. Custom House and Appraisers Stores, 
Weatherhead Co. Part NR. 48 ing the Work for Installing Stoker 
and Imperial Brass Mfg. Co. at U. S. P. O., Maumee, Ohio. 
Part NR. 49-W, 
Officer-in-Charge Navy Purchasing Ofc., Washington, D. C. 
Humidistats 600 ea 2692-S 26 Sep 50 CONTRACTS AWARDED AS OF AUG. 23, 1950 
Commander, Charleston Naval Shipyard, Naval Base, S. C. Description Quantity Dollar Contractor and 
a Office Value Address 
Air Conditioner Unit 1 no CNS 22082 11 Sep 50 
Yards & Docks Supply Office, U. Center, Port Hueneme, Calif. 
Air Diffuser 2no CNS 22082 11 Sep 50 S. Navel Constrection Battalion ° 
District Chief, Detroit Ordnance Dist., 6301 W. Jefferson, Detroit, Refrigeration Unit 134 270,680.00 Carrier Corp. 
Michigan So. Geddes St. 
Thermometers, Various 4965 ea 305 13 Sep 50 Syracuse, N. Y. 
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REFRIGERATION PROBLEMS 
AND THEIR SOLUTION 


By Paul Reed 


Handy, practical, reference information for 
the refrigeration service engineer, ‘‘Refrig- 
eration Problems and Their Solution"’ Is 
written and Illustrated so as to be of interest to salesmen, users, and 
others who want a fuller knowledge of refrigeration. 


You'll like the way Paul Reed has organized his material . . . and 
he writes clearly, making these books easy to understand and a 
pleasure to read. And because Paul Reed has such a wealth of 
practical knowledge of refrigeration, and years of experience behind 
him, you'll find reading these books the next best thing to a 
person-to-person chat about your refrigeration problems. 


Conveniently cross-indexed for instant use, ‘Refrigeration Problems 
and Their Solution" can provide “the missing link" in your search 
for authentic advice on “how to make It work." 


Worthington Plans Equipment 
Showing at Textile Fair Soon 


HARRISON, N. J.— Worthington 
Pump & Machinery Corp. has an- 
nounced that it will participate in 
the 1950 Southern Textile Exposition, 
Greenville, S. C, Oct. 2 through 7. 

The exhibit will include centrifugal 
refrigeration compressors, cut-away 
“Freon” compressors, packaged air 
conditioners, centrifugal and rotary 
pumps, and other equipment. 


WE WILL BUY! 


SURPLUS 
REFRIGERATION V BELTS 


ANY QUANTITIES « MUST BE NEW 
Write, Phone Or Call For 
IMMEDIATE ACTION 


RACO Industrial Corp. 
55 W. 19 St.,N. ¥. 19, WAtkins 4-4302 


(Send for Traco’s complete list — 


of sensational bargains) 


Distributor’s New Bldg. 


Has Triangular Showroom 


MEMPHIS—The new appliance di- 
vision building of the National-Rose 
Co., 126 W. Crump Blivd., was opened 
Aug. 25. 

The formal opening was preceded 
by a three-day dealer meeting which 
brought dealers to Memphis from 
all over the midsouth territory. 

The new building, with 15,000 sq. 
ft. of space, features a triangular 
showroom that runs the entire length 
of the building. A live model kitchen 
and modern furnishings throughout 
afford dealers a chance to select 
appliances in homelike settings. 

Included in the lines distributed 
are those of the Crosley division of 
the Avco Mfg. Corp. 


Okla. Contractors Chartered 


OKLAHOMA CITY—The Air Con- 
ditioning Contractors Association of 
Oklahoma, with principal offices here, 
has been granted a charter by the 
secretary of state. It is a non-stock 
corporation. 


A 


CORPUS CHRISTI, Tex.—C. A. 
Mansheim, owner of the Corpus 
Christi Plumbing Co., announced 
that his company has been appointed 
local distributor by York Corp. 


SHELL AND 
COI CONDENSER 


All Standard condenser coils have closely 
spaced fins which greatly increase the capacity. 
Sizes range from “4 to 5 h.p. A S ME approval 
is available on special order. 
Standard also manufactures a complete line of 
receivers. 

Write for Bulletin SC-4. 


STANDARD REFRIGERATION CO. 
332 S. Hoyne Ave., Chicago 12, Ill. 


STAINLESS STEEL EVAPORATORS 
RECEIVERS, by 


COUNTERFLOW CONDENSERS. 
SHELL AND CON CONDENSERS 


In four volumes 


Refrigeration Problems and Their Solution: 
J-1, J-2, J-3, and J-4. 


$]50 per copy 


USE THIS HANDY ORDER FORM 


Business News Publishing Co. 
450 W. Fort St. 
Detroit 26, Mich. 


Please send Paul Reed's books as follows: 


errr te copies No. J-1, $1.50 eo. ......... copies No. J-2, $1.50 ea. 

rer copies No. J-3, $1.50 eo. ......... copies No. J-4, $1.50 ea. 

Ee stusacata enclosed* [_) Please send bill. 
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Video Set Mfrs. Sued by 
Groups In Phila. over 
Parts Warranty Contract 


PHILADELPHIA — Charging con- 
spiracy to restrain trade contrary to 
provisions of the Sherman Anti-Trust 
Act and the Robinson-Patman Act, 
five television céntractors and two 
associations are suing two television 
manufacturers and their local dis- 
tributors for allegedly requiring TV 
set purchasers to pay for a one year 
parts warranty. 

Defendants named are Emerson 
Radio & Phonograph Corp. and its 
distributor Emerson Radio of Penn- 
sylvania, Inc. and Admiral Radio 
Corp. and its distributor Peirce- 
Phelps, Inc. 

Plaintiff's are the Philadelphia 
Radio Service Men’s’ Association; 
Television Contractors Association of 
Philadelphia; Philadelphia Television 
Service Corp.; Whittingham Bros., 
Inc.; Albert M. Haas; Interstate 
Television Service; and Weber’s 
Television. 

The contractors are asking $90,000 
damages each, a total of $450,000. 

The suit alleges that the manu- 


' facturers and their distributors have 


required purchasers of their receivers 
to enter into a parts contract so 


‘that no receiver is sold unless the 


charge for the parts contract is paid. 

The parts contract requires the 
purchaser to obtain replacement 
parts only from the distributor named 
in the contract. Dealers, therefore, 
have required the servicing con- 
tractors to deduct this_ parts 
warranty contract from the price of 
their service contracts. 

The suit further charges. that 
through these contracts, the manu- 
facturers and distributors named 
have eliminated competition in the 
sales of warranty parts contracts 
and have eliminated the use ef re- 
placement parts from other sources 
even though those parts are stand- 
ardized and freely available. 

The Emerson distributor was also 
charged with offering a rebate of 
the warranty charge to those who 
purchase an Emerson service con- 
tract. 


— 


New ... a fast, easy way 
to oil compressors 


$4.75 


Delivered 
in U.S.A. 
Designed to save you time in lubricating 
compressors, this oil pump will more than pay 
for itself in one day's use. Furnished with 
a special one-gallon can, refill and breather 
cap (pump is removable). Pump eliminates 
spillage and reduces moisture possibilities. 
Order one today! 


Send check or money order to. . 


REFRIGERATION SPECIALTIES CO. 


Dept. 10—Box 43 © Roosevelt, New York 


Count these BENBAR features! 
They add up to MORE SALES! 


* Hermetically sealed condensing unit 

* Panelyte covered door jambs—Frost break- 
ing lock 

* Trouble free capillary system 

© Two step door construction 

x° 4” fiberglas insulation 


Sell the kind of freezer that all America is | 
demanding. 2 standard sizes—14 and 17 cu. ff. | 


DISTRIBUTORSHIPS NOW AVAILABLE 


Write for full information regarding opportunities. 


AUGUST G. BARKOW 
MANUFACTURING CO. 
2230 S. 43rd St., Milwaukee 15, Wis. 


| 
| 


Bill for Control of 
Prices, Wages May 
Get OK This Week 


WASHINGTON, D. C., Aug. 31— 
The Economic Controls bill may 
reach President Truman by the Labor 
Day weekend, as House and Senate 
members of the conference commit- 
tee conferring on the bill finally 
reached an agreement on the con- 
troversial wage-price provisions. 

In the bill as passed by the Senate 
the President would have been re- 
quired to invoke wage and price con- 
trols simultaneously on an across- 
the-board basis whenever the price 
of any one commodity was to be 
controlled. 

Under the compromise, the Presi- 
dent is to be given power to control 
the price of individual materials and 
services, provided he also controls 
wages in the industry producing the 
specified material or performing the 
specified service. When a substantial 
part of all retail prices had been 
controlled he would have to control 
all prices and all wages. 

The compromise bill will also give 
the President a free hand in deciding 
what agency or agencies will ad- 
minister the controls program. The 
Senate bill had put the allocation of 
materials and priorities under the 
Department of Commerce. 

In addition to having authority to 
control wages and prices, the execu- 
tive department of the government, 
under the bill which is likely to be 
approved, will control consumer 
credit, 


issue priorities and allocate , 


sales at retail and materially affect- 
ing the cost of living,’ the President 


would have to control all prices and 


all wages. 

In fixing price and wage ceilings, 
the President would be required to 
give “due consideration” to the price 
and wage levels in the May 24 to 
June 24 period. 


Parts Wholesaler Profit - - 


(Concluded from Page 1, Column 4) 


condition of lower net profit has de- 
veloped, says the Rewa report on 
the survey. The average gross profit 
is now down, while the overhead and 
cost of doing business has risen. The 
latter condition which has steadily 
become more and more of a problem 
is due mainly to an increase in the 
cost of goods, transportation, and 
store expense, which includes em- 
ploye payroll. 

There was very little change in 
the cost of selling and administra- 
tive expense. The loss from bad debts 
continues to be a very small item 
which the parts and supplies whole- 
saler continues to very carefully 
control at the present figure of 
0.44%, or less than % of 1%. 

All other items such as insurance, 


‘local taxes, or items peculiar to an 


individual operation are only 2.78%. 
The serious increases have occurred 
on items of overhead which cannot 
be too closely controlled without 
seriously interferring with the con- 
duct of a business, the report pointed 
out. 

The figures which were used in the 
survey were obtained from parts 
and supplies wholesalers with a gross 
volume of business in excess of $70 
million, and invested capital of $20 
million. 


Revere Increases Prices 
Of Copper Products 


NEW YORK CITY — Price’ in- 
creases of 1% cents per lb. on all 
pure copper products and 1-cent per 
lb. on copper alloy products was 
announced recently by Revere Copper 
& Brass, Inc. here. 

Increased costs of scrap copper 
and the imposition of a $40 per ton 
tax on imported copper as of July 1 
have necessitated the raise, Revere 
stated. Scrap sellers have demanded 
prices based on at least 24% cents 
per lb. for refined copper, the com- 
pany said. 


New England Wholesalers 
Plan Outing Sept. 20-21 


SPRINGFIELD, Mass. — Annual 
outing of the New England Refrig- 
eration Wholesalers will be held at 
the Norwich Inn, Norwich, Conn. on 
Wednesday and Thursday, Sept. 20 
and 21, the association announced 


recently. 
A banquet Wednesday, golfing on 
both days, other sports’ events, 


drinks, entertainment, and prizes are 
included in the admission price of 
$30, the announcement said. 

C. P. Payson, at 609 Main St. here, 
is taking the advance registrations. 


Bibbs Mfg. Air Conditions Bldg. 


MACON, Ga.—dAir conditioned, 
Bibbs Mfg. Co.’s new $200,000, two- 
story office building on Main St., has 
been completed and occupied. The 
structure will be used for offices for 
approximately 130 executive and 
clerical personnel. 


‘Limited’ Ordering 


Urged In Detroit 
‘Lubricator Letter 


Ss 


iii te 


DETROIT—Detroit Lubricator Co. & 


here, manufacturer of expansion 
valves and other refrigeration com- 
ponents, 
limit their orders to real needs. 

Reason given is that overbuying 
will only result in adding to the in- 
flationary cycle. 

The appeal was made in a letter 
signed by F. G. Coggin, manager of 
Detroit Lubricator’s 
division. The letter was headed ‘“‘Let’s 
put our heads together, not butt 
them together.” It said: 

“Our business is good—but we 


have a hunch it’s too good. Our fac- | 


tory has assimilated this increased 
business, and our stocks of finished 
product are in excellent shape. 

“We can ship standard product 
from stock, but . A glance at 
our sales curve tells us an old story 
—the story of 1946 and 1947. 


“We both know that the refrig- 
eration industry is going to absorb 
by actual use just so many expansion 
vales—the excess which we'll pro- 
duce to satisfy your orders over and 
above these actual requirements 
(plus a reasonable stocking cushion) 
will merely add to the inflationary 
cycle by requiring more manpower 
and material—material that will in 
all probability sit on your, or your 
customer's, shelves until next season. 

“So, let’s put our heads together. 
You order what you need and we'll 
see that you get it when you need ° 
| ad 


materials for defense production, 
requisition materials and facilities if 
necessary, and grant loans or enter 
into long-term purchase contracts to 
get needed defense production. All 
powers under the bill would expire 
June 30, 1951. 

Under the price-wage controls pro- 
visions the President would be au- 
thorized to try and stabilize wages 
and prices first by means of volun- 
tary agreements among producers, 
sellers, or labor. Such agreements, 
if approved by the government, 
would be free from _ prosecution 
under the anti-trust : laws. 

If the President found that volun- 
tary action was not successful in 
stabilizing wages’ and prices, he 
could then put price ceilings into 
effect on individual commodities or 
on commodities generally and could 
control wages in individual indus- 
tries or generally. 

In order to establish a price ceil- 
ing on an individual material or 
service, the President would have to 
make certain findings. He would 
have to declare that the price had 
risen or threatened. to, rise unrea- 
sonably above the May 24 to June 24, 
1950 level, and that the price in- 
crease would affect the cost of living 
or of national defense. He would 
also be required to show that the 
ceiling would be practicable and gen- 
erally fair and equitable to sellers 
and buyers of the material or serv- 
ice and to sellers and buyers of re- 
lated and competitive materials and 
services. 

Whenever a ceiling was imposed 
with respect to a particular material 
or service, the President would then 
have to control wages in the indus- 
try producing the material or per- 
forming the service. Wage increases 
in that industry would be prohibited 
whenever they would require an 
increase in the price ceiling or would 
“impose hardships or inequities on 
sellers operating under the _ price 
ceiling.” 

Whenever price ceiling had been 
established on materials and services 
“oomgrinng a substantial part of an 


25% PROFIT 


STOCKING ANY 
HOME FREEZER MATERIALS 


@ if you don't stock packaging mate- 
rials, we have a plan whereby you 
can make a 25% profit on sales to 
your customers. 

We carry the most complete line in 
the United States. Prices are lower 
than through retail outlets. 

Write today for details how you can 
make this 25% profit and perform a 
real service to your customers. 


ARCHBALD ASSOCIATES 
1053 Main St., Buffalo 9, N. Y. 
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ae BUSH ICE MAKERS in 
twelve stock sizes... 
84 to 384 cubes. Most 
' models available with 
quick release trays. 
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Refrigeration Catalogue 
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Specify this new Bush WJ Unit for installation at the juncture 


of wall and ceiling . 


. . to occupy minimum valuable storage space 


... to supply maximum circulation with no blast. Easy to install 


. .. Simple to service . 


CEILING-WALL UNIT is the an- 
swer in low-head-room and 
reach-in boxes...complete 
flexibility, can be mounted 
on either wall or ceiling. 


BUSH MANUFACTURING co. . WEST HARTFORD 10, CONN. 


. . and a real good-will builder for you be- 
cause Bush design, engineering, quality materials, careful construc- 
tion and conservative rating insure lasting customer satisfaction. | 
The Bush WJ Unit (capacities 800 to 6500 BTU’s per hour at 10° | 
TD) and all other Bush Heat Transfer Products are available now 
through refrigeration and air conditioning wholesalers everywhere. 


BUSH UNIT COOLERS 


WALL-MOUNTED UNIT for BUSH JR. PANEL UNIT { 
low-ceiling market back-bars, reach. 
“coolers and installa- coolers, bevera 
tions where space is coolers and sm 
-at a premium. space installatio 


is urging its wholesalers to ' 
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